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Dear Secretary of Energy and Department of Energy, 

I respectfully submit these comments urging the Secretary and Department to deny the FirstEnergy 
petition. 

Key Considerations Established in My Attached Comments 

The FirstEnergy request is substantively similar to the Secretary's proposal to the independent 
Federal Energy Regulatory Commission (except the FirstEnergy request is limited to PJM 
Interconnection, L.LC., for no apparent reason other than FirstEnergy's plants happen to be in PJM). 
My comments (Attachment 1) to the FERC are relevant to the FirstEnergy request, and those 
comments established among other things: 

• The Secretary's proposal would potentially subsidize tens of gigawatts of uneconomic plants, 
and cost consumers many tens of billions of dollars a year. 

• These subsidies would crash market prices and force economic plants on to federal subsidies 
as well, thus ending the organized markets. 

• Retiring plants have three times the forced outage rate of the new plants that the Secretary's 
proposal would forestall. Thus, the proposal would undermine grid reliability. 

• Natural gas supply was not the major problem in the Polar Vortex as PJM data and testimony 
demonstrate. 

• A 90-day (or 25-day) fuel supply requirement has no rational basis. In the Polar Vortex, for 
example, PJM generation emergencies aggregated 20 hours - less than two days. 

• Following the Polar Vortex, PJM strengthened its capacity market to reward performance and 
penalize nonperformance and has not had a single system generation emergency in more 
than three years. 

• The chance of a generation deficiency in PJM is much less than 1 in 5,000, based on data 
compiled by ReliabilityFirst Corporation, the regional entity responsible for overseeing PJM 
reliability. 

• If that less than 1 in 5,000 deficiency were to occur it is unlikely to be due to a fuel supply 
emergency, as Rhodium Group data demonstrate, and unlikely to result in a customer outage 
due to system reliability tools at PJM's disposal. 

• If the FERC were to go forward with subsidizing certain resources for an unimportant quality 
like fuel supply on site, it should recognize important qualities like environmentai/public 
health damage. Because coal generation causes environmental/public health damage 
averaging $32/MWh according to the National Research Council, coal plants would be 
assessed $32/MWh for their generation, subtracted from whatever revenues they otherwise 
receive. 





Comments of Former FERC Chairs and Commissioners 

In th6 FERC proc66ding 3 bipsrtissn group of form6r FFRC Ch^^irc anri 

markets Pursuing the worthy goal of a resilient power system, the Commission's adoption of 
e published proposal would instead disrupt decades of substantial investment made in the 

counter to the Commission s long experience. 

Comments ofPJM 

or6r„la™reraT^ are aware, PJM Is the indeperrdent reeional transrrrission 

^errence dunng extreme weather events has shown, myriad factors contrihute rootages 
and fuel security, while beneficial, provides no guarantee of resilience during such events ' 
en the paucity of evidence to support its expensive and anticompetitive cost of service 
guaran the DOE NOPR appears aimed less a, truly addressing resilience coLms7,;“ 

.T^he DOE NOp7oV"''''T"'"™n '''"V support. 

I - ■ atsno 'hg to show that market regions in general, or the PJM Region in 

n 2 '.r of 'ailing to meet reliability or resource ade uacy requTrem , 

now or ,n the future. This is not surprising, as the PJM Region unquestionabl Is reSe nd 
ds competdive markets have for years secured commitments from capacity ™esLt 

capaX matteIto'" 'fT*'“ "foot NERC requirements. And the PJM 
capacity market also includes rigorous performance requirements, enforced by market 

FEKC p J^ftaoisms-which were affirmed Just this year by a U.S. Court of Appeals. 

As the Secretary and Department are aware, the indeoendent ffrp k fho f^A \ 

:rp“~ 

FERC unanimously rejected the Secretary's proposal {Attachment 4), stating: " the extensive 
Specifics on the Emergency Claim 

a^:orrs:r^Xn:e% 

We look at the facts of each issue and consider the authorities we have to address them but 
CaZm 'f T" ‘'"f"’ ffo White House and the 

emerge^ralor of this 

There has been no material change in circumstances since the White House and Department 


determined that use of emergency authority was not warranted. 

Indeed, Robert Murray, CEO of Murray Coal, the co-advocate with FirstEnergy at the FERC and 
elsewhere, now states per the attached article (Attachment 6) that there is no need for a bailout. 
The FERC, PJM, and countless industry analysts have said that there is no emergency. As PJM 
discussed in its comments it has commitments for generation resources for more than three years 
ahead that are much greater than forecasted peak demand. And additional efficient, reliable 
resources are being added every year. 

Moreover, subsequent to its filing with the Secretary and Department, FirstEnergy informed the 
bankruptcy court that all of its nuclear and coal plants will continue operating during its bankruptcy 
proceeding, as reported in the attached article (Attachment 7): "Attorneys for FirstEnergy Solutions 
say the company's coal and nuclear power plants will keep producing electricity while the company 
undergoes reorganization under bankruptcy." 

That bankruptcy proceeding will take years, as reported in the attached article (Attachment 8). A 
local bankruptcy expert is quoted as saying ""It can take, on the short end, five or six years [to 
resolve]. I would think it can take longer than that" said Joseph Ferrise, staff attorney for the 
downtown Akron office of the Chapter 13 trustee, who oversees local individual bankruptcy cases." 
Thus, the FirstEnergy plants will not be retiring for the foreseeable future. 

Contrary to FirstEnergy's claim that there is a rising tide of coal and nuclear retirements, there have 
been relatively few deactivation (retirement) requests recently submitted to PJM - other than by 
FirstEnergy (Attachment 9). And, as noted above, notwithstanding those deactivation notices 

submitted by FirstEnergy, none of the FirstEnergy plants will actually be retiring for the foreseeable 
future. 

In addition, Mr. Murray states (Attachment 10) that he is looking to buy FirstEnergy plants which he 
says he can operate better than FirstEnergy. Mr. Murray's comments support the propositions that 
(1) there are buyers for these plants and (2) FirstEnergy's problems are of its own making. 

Any Emergency Would Be o Notional Emergency 

If the Secretary and Department find there is an emergency in PJM, which has commitments for 
ample generation resources more than three years into the future, then there must be emergencies 
in all the other organized markets. And there may be emergencies in the rest of the United States, 
wherever state regulators have not mandated the quantity and mix of generation resources that the 
Secretary and Department deem necessary for non-emergency conditions. As the Secretary and 

Department are aware, many coal plants have retired outside of the organized markets and continue 
to do so. 

Consequently, if the Secretary and Department were to find there is an emergency in PJM it would 
be imprudent for the Secretary and Department to exclude any part of the United States from an 
emergency order. In addition, the Secretary and Department should request Congress to pass 
legislation on an emergency basis to extend the jurisdiction of Section 202(c) to Texas, Flawaii and 
Alaska so that the emergency order can apply to those states as well. 

Selection of, and Compensation for. Coal and Nuclear Plants 

If, against facts and law, the Secretary and Department determine to exercise emergency authority it 
would present the question of selecting and compensating the plants to be subsidized. 

Section 202(c) is part of the Federal Power Act, which states in Section 205(a) that "All rates and 
charges made, demanded, or received by any public utility for or in connection with the transmission 
or sale of electric energy subject to the jurisdiction of the Commission, and all rules and regulations 
affecting or pertaining to such rates or charges shall be just and reasonable, and any such rate or 





charge that is not just and reasonable is hereby declared to be unlawful." 

There is no exception for emergency orders under Section 202(c) which itself says that the terms, 
including compensation, shall be "Just and reasonable." "Just and reasonable" has been interpreted 
for decades as meaning the lower reasonable cost consistent with the maintenance of adequate 
service. 

It would be unjust and unreasonable to compensate any coal and/or nuclear plants beyond the 
minimum amount of capacity deemed necessary to alleviate the purported emergency, and it would 
be unjust and unreasonable to provide compensation beyond that necessary to keep that minimum 
amount of capacity from retiring. To ensure the lowest reasonable cost that minimum amount of 
capacity should be acquired in a competitive auction among entities that PJM and the PJM Market 
Monitor determine would otherwise retire absent subsidy. An auction also ensures that to the 
extent an entity is erroneously deemed eligible it would tend to bid low for subsidies. 

As for FirstEnergy in particular, it was paid $6.9 billion in "stranded costs" by consumers in return for 
transitioning to a competitive market, as reported in the attached Q&A by the utility AEP Ohio 
(Attachment 11). It would be an unjust and unreasonable windfall for FirstEnergy to keep the 
stranded cost payments and get paid again with out-of-market subsidies. Therefore, to the extend 
FirstEnergy plants elect to offer their capacity for potential subsidy, it should be a condition of their 
eligibility that stranded cost payments of $6.9 billion (plus interest) be deducted from what 
FirstEnergy would otherwise be paid. When consumers have been fully reimbursed for their 
stranded cost payments FirstEnergy plants could begin receiving auction revenue. 

Thank you for your consideration of these comments. 

Respectfully submitted, 

Stephen L. Huntoon 
(b) (6) 







UNITED STATES OF AMERICA 
BEFORE THE 

FEDERAL ENERGY REGULATORY COMMISSION 
Grid Reliability and Resilience Pricing ) Docket No. RMl 8-1-000 

COMMENTS OF 
STEPHEN L. HUNTOON 

Pursuant to the Federal Register notice of proposed rulemaking published by the 
Commission on October 10, 2017, the undersigned hereby respectfully submits these comments 
on the U.S. Department of Energy proposal (DOE proposal) in this proceeding. 

I have practiced energy regulatory law for 35 years, served as a foimer President of the 
Energy Bar Association, and been involved in most of the major regulatory initiatives of the 
Commission involving the electric industry. A short biography is provided in Attachment A. 

I have written three columns on the DOE proposal which have been published in RTO 
Insider. These columns are provided in Attachment B and are incorporated herein by reference. 
Some key points from those columns: 

• The DOE proposal would potentially subsidize tens of gigawatts of uneconomic plants, 
and cost consumers many tens of billions of dollars a year. 

• These subsidies would crash market prices and force economic plants on to federal 
subsidies as well, thus ending the organized markets. 

• Retiring plants have three times the forced outage rate of the new plants that the DOE 
proposal would forestall. Thus, the DOE proposal would undermine grid reliability. 

• Natural gas supply was not the major problem in the Polar Vortex as PJM data and 
testimony demonstrate. 



• A 90-day fuel supply requirement has no rational basis. In the Polar Vortex, for example, 
PJM generation emergencies aggregated 20 hours - less than two days, 

• Following the Polar Vortex, PJM strengthened its capacity market to reward performance 
and penalize nonperformance and has not had a single system generation emergency in 
more than three years. 

• The chance of a generation deficiency in PJM is much less than 1 in 5,000, based on data 
compiled by ReliabilityFirst Corporation, the regional entity responsible for overseeing 
PJM reliability. 

• If that less than 1 in 5,000 deficiency were to occur it is unlikely to be due to a fuel 
supply emergency, as Rhodium Group data demonstrate, and unlikely to result in a 
customer outage due to system reliability tools at PJM’s disposal. 

• If the Commission goes forward with subsidizing certain resources for an unimportant 
quality like fuel supply on site, it should recognize important qualities like 
environmental/public health damage. Because coal generation causes 
environmental/public health damage averaging $32/MWh according to the National 
Research Council, coal plants would be assessed $32/MWh for their generation, 
subtracted from whatever revenues they otherwise receive. 

For these reasons I respectfully request that the Commission not adopt the proposed rule. 

Respectfully submitted, 

/s/ Stephen L. Huntoon 
Stephen L. Huntoon 
1629 K Street, N.W., Suite 300 
Washington, D.C. 20006 
huntoon@energv-counsel .com 

October 23,2017 
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Attachment A 






Steve Huntoon 


Steve Huntoon is the principal of Energy Counsel, LLP, www.enerq ^ 
counsel com. He is a former President of the Energy Bar Association, the bar 
organization of more than 2,400 energy attorneys and professionals. 

Over 35 years practicing energy law, Steve has advised and represented 
many energy companies, including Dynegy, PECO Energy (an Exelon company), 
Florida PowL & Light (a NextEra Energy company), ISO f "^1 f"*®?/' 

PacifiCorp, Williston Basin (an MDU Resources company) and PHI/Conectiv (an 

Exelon company). 

His industry roles have included: 


• reliability standard development and compliance, 

• generator interconnection, 

• PJM and New England energy and capacity markets, 

• first commercial wind project in the eastern U.S. at Hazeltor^ PA, 
and first coastal wind project in the eastern U.S. at Atlantic City, NJ, 

• retail electric and natural gas marketers, and 

• restructuring of electric utilities and gas pipelines under FERC 
Orders 888 and 636, respectively. 


Steve is a regular contributor to RTO Insider, tackling cutting-edge issues 
such as microgrids, electric cars, rooftop solar, home and grid batteries, 
competitive transmission, generator interconnection, grid reliability, economics of 
new and existing nuclear plants, transition to 100% renewable energy, LED 
lighting, Standard Market Design, and subsidy of coal and nuclear plants. 


He received his B.A., with honors, from the University of Virginia in 1978, 
and his J.D. from the University of Virginia Law School in 1982. He is a member 
of the District of Columbia Bar. 


























Attachment B 





Cash for Clunkers Redux 

S/Steve Huntoon 


Remember the Cash for 
Clunkers program? Ineffi¬ 
cient cars paid to go away. 

The Energy Department s 
directive to FERCIast 
week is Cash for Clunkers 
with a twist: inefficient 
generators paid to stay. 

The original Cash for 
Clunkers was an economic 



stimulus for new stuff to replace the old 


stuff. The DOES Notice of Proposed Rule- 
making subsidizes the old stuff to stop the 
new stuff: a sort of stimulus in reverse. (See 
related story, Perry Orders FERC Rescue of 
Nukes, Cool, pj,.) 


So we might say the DOE version is a Twist¬ 
ed Sister sort of twist on the original. 


Balling Out the Retiring, Retired and 
Canceled Clunkers, and then Everyone Else 


We know with certainty that the DOE pro¬ 
posal subsidizes the inefficient because 
those are the plants that will opt for the 
federal rate guarantee instead of market- 
based rates. How will this play out? 


sands of individual rate cases for all the 
power plants In all the RTOs.^ 

So FERC would need some sort of standard 
compensation. Let s say it adopts a cost of 
new generation, maybe $400/MW-day.'^ 
Generation in the RTOs is around 530 GW; 
add the roughly 70 GW of retired clunkers 
that will return from the dead, for about 600 
GW on the federal dole. That s about $88 
billion annually. 

So we are talking about tens of billions of 
dol lars a year squandered first on what are, 
by definition, uneconomic resources, and 
then by paying economic resources that are 
rendered uneconomic by the clunkers and 
forced onto the same federal dole. 

I can t help noting how Republicans blasted 
the original Cash for Clunkers,^ which had a 
one-time cost of $3 billion. The DOE version 
is tens of billions of dollars every year, forever. 

Resiliency 

DOE says that its proposal is about 
"resiliency" (the new buzzword for reliabil¬ 
ity). But the retiring plants really are 
clunkers, as this PJM slide excerpt illus¬ 
trates (1 li translate the jargon after the 
slide):^ 

Drop in Weighted Average EFORd 
Projected for 2021 Is due to: 


ment DOE relies heavily on PJM s experi¬ 
ence in the polar vortex of 2014 and claims 
that natural gas supply was the major prob¬ 
lem. It was not As this PJM chart plainly 
shows, natural gas interruptions affected 
9,300 MW, accounting for less than 25% of 
total forced outages of 40,200 MW:^ 



The FERC testimony of Mike Kormos, PJM s 
executive vice president at the time, directly 
contradicts DOE s main claim: “Natural gas 
Interruptions removed less than 5% of the 
total capacity required to meet demand on 
Jan, 7, [2014], while equipment issues associ¬ 
ated with both coal and natural gas units made 
up the far greater proportion of forced outag¬ 
es.”^ (Emphasis added.) 


DO E says there a re 3 4 GW I n p roj ected 
retirements over the next five years. Under 
the DOE proposal, none of that would retire 
and instead would go on the federal dole. 

And then there s the 71 GW that already 
retired over the last six years but will likely 
return, like “Night of the Living Dead," for 
that federal rate guarantee.^ 

And how about all those canceled nuclear 
projects? 

So we II have around 100+ GW of uneco¬ 
nomic clunkers crashing the markets, and of 
course crashing market prices. This will 
force all the economic plants that depend on 
legitimate market prices to join the federal 
dole. 

Natural gas plants will do this by simply add¬ 
ing 90 days worth of oil tanks.^ 

What will all this cost consumers? DOE 
doesn t even try to answer that question, 
but here s one way of looking at it First, we 
can assume that FERC won t want thou¬ 


- Large amount of deactivations with high 
EFORd (7,150 MW with 14.56% Weighted 
Average EFORd). 

- Large amount of additions with low 
EFORd (16,980 MW With 4.42% Weighted 
Average EFORd). Additions include only 
those queue projects that have executed an 
Interconnection Service Agreement. 

I PJM 

The deactivating (retiring) stuff has an out¬ 
age rate — equivalent forced outage rate- 
demand (EFORd) - that is three times the 
new stuff (14.56% versus 4,42%). Yet DOE 
wants to subsidize these clunkers so they 
won t retire. 

And that somehow is going to improve resili¬ 
ency, again in a Twisted Sister sort of way. 

90 Days of Fuel Supply on Site 

A few words about the fuel supply require¬ 


Beyond equipment issues, another basic 
flaw in a metric like fuel supply on site Is that 
coal piles freeze, as some did in the polar 
vortex. Years of coal supply on site would be 
worthless if frozen. And of course, nuclear 
plants can t run during refueling and other 
outages. Years of nuclear fuel on site would 
be worthless during those outages. 

Here s a fun fact you won t find in the DOE 
NOPR: Baseload (combined cycle) natural 
gas plants average lower forced outage 
rates (4.29%) than baseload coal plants 
(7.71%), and have about the same as nuclear 
plants (3.51%).’ It s these overa// forced out¬ 
age rates that matter — not a single metric 
like fuel supply on site. 

As for 90 days specifically, DOE provides 
zero rationale for that. In the polar vortex, 
the generation emergencies in PJM aggre¬ 
gated 20 hours.What Is magic about 90 
days (other than being tailored to the aver¬ 
age coal plant stockpile)? 












Cash for Clunkers Redux 

Continued from page 3 

FERC and RTOs like PJM have learned from 
the polar vortex to reward performance and 
penalize nonperformance, instead of using a 
meaningless metric like days of fuel supply 
on site. 

PJM hasn t had a single system generation 
emergency In more than three years — 
that s more than 26,280 hours of reliable 
operation. And PJM locks down adequate, 
reliable generation resources years in ad¬ 
vance. 

Bottom line: DOE proposes to take a system 
that is incredibly reliable and squander tens 
of billions of dollars on uneconomic re¬ 
sources to make it less reliable. 

J&R Gone Missing 

Absent from the DOE NOPR is an explana¬ 
tion of how its proposal would satisfy the 
lodestar requirement of the Federal Power 


Act that all rates be just and reasonable.^^ 

Subsidizing uneconomic clunkers in orga¬ 
nized markets is the antithesis of just and 
reasonable rates. It would be a repudiation 
of everything that FE RC has sought to ac¬ 
complish over the last 25 years. 

Maybe Rick Perry was right all along: DOE 
should be abolished. 

Steve Huntoon is a former president of the En¬ 
ergy Bar Association, w/t/i 30 years of experi¬ 
ence advising and representing energy compa¬ 
nies and institutions. He received a B.A. in eco¬ 
nomics and a J.D, from the University of Virgin¬ 
ia. He is the principai in Energy Counsel, LLP, 
www.energv-counsel.com . 

^ f youYe one of those owners, you might want to ho d 
the wrecking ba . Or come to think of it, maybe you 
wou dnY: more rate base If you wreck and rebui d. 

^The Wall Street Journal cites unidentified experts for the 
notion that on y nuc ear and coa pantswi qua ify under 
the DOE proposa .That is wrong, nsta Ingoi storage at 
natura gas p a nts is routine y done. Of course, if rate 
base becomes the game, LNG tanks wou d be used in¬ 
stead. 

^ PJM a one has about a thousand generating units that 
do or cou d qua ify for the federa rate guarantee, http;// 
p)m.com/-/med{a/markets-ops/rpm/rpm-auction- 
infQ/2020-2Q21-rpm-resource-mQde .ashx? a-en . 


'’There’s a straight-faced argument for that: f new gen¬ 
eration investment costs that much, existing generation 
shou d be compensated at the same eve . Otherwise we 
wou d be incenting existing generation to retire that 
wou d cost ess to keep around than paying for rep ace- 
ment new generation. 

^ httDs://www.seatt etimes.com/nation-wor d/cash-for- 
c unkers-in-troub e-po itics-or-prude nee/ .’’Senate Re¬ 
pub lean eaders rai ed against the program Monday, 
ca ing it a mode of government inefficiency and out-of- 
contro spending." 

^ http://pim.eom/-/media/committees-groups/ 
committees/mrc/20170928/2017Q92a-item-07-2017- 
irm-studv-presentation.asJix (s Ide7). 

^ http://Dim.com/>-/media/ i br a rv/re ports-not Ices/ 
weather-re a ted/2014Q509-ana Ysis-of-operatl.Qnia^ 
events-and-market-lmpacts-durlng-the-ian“2Q14-co d- 

weather-events.ashk (page 26). 

^ https://elbrarv.ferc.gov/ldmws/common/opennat.a5P? 
fi e 0^13502869. (page 11, n. 4). 

^ http://www.nerc.com/pa/RAPA/gads/Pages/ 
Reports.aspx (c ick on B rochure 4 for 2012-2016 and 
compare EFORd (co umn AC) for the fue types). 

’*^ http://pim.com/-/media/committees-groups/ 
com mittees/ec/postings/performance- assessment- 
hours-2Qll-2Q14-x s.ashx? a=en . 

DO E gives ip service to the statutory requl rement by 
using the term “just and reasonab e" twice in its pro¬ 
posed regu ation. t’s Ike saying "bring me a b ue rock 
that is red." 
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Anatomy of the New Cash for Clunkers 


By sieve Huntoon 

Those of us who dwell in the economic/ 
regulatory/public policy realm wonder about the 
origins of atrocious public policy. Where did it 
come from? Whose awful idea was this? 

In the case of the Department of Energy s Cash 
for Clunkers proposal, we pretty much know. 



Huntoon 


Robert Murray, owner of the coal mining compa¬ 
ny Murray Energy,^ was a large fundraiser for candidate Donald 
Trump during the campaign.^ After the election, Murray had a cou¬ 
ple of meetings with President Trump at which the president prom¬ 
ised Murray to do whatever he (and FirstEnergy) wanted Trump to 
do. I m not making this up.^{See excerpt, right) 

What Murray wanted was for Rick Perry, the secretary of energy, 
to declare an emergency on the electric grid so that FirstEnergy 
would keep buying a lot of coal from Mu rray s coal mining compa¬ 
ny. Again, I m not making this up. 

Now it seems that pesky government lawyers figured out that the 
supposed basis for such an action, Section 202(c) of the Federal 
Power Act, couldn t possibly justify that “The White House and the 
Department of Energy are In agreement that the evidence does not 
warrant the use of this emergency action."^ 

At this point, a lot of us naively assumed it was safe to go back 
about our business. We were wrong. 


..^. 

MURRAY ENERGY CORPORATION 

/■’ 






Aug^wt i 2017 

Mr. Jdluj I). 

Specif AwrUtaiit uikI to thT> Pwrtdnnt 

Tiie H(hh« 

1000 l^njuylvanlN Av^aue, N.V7, 

D.C. iiOCO? 

k-liiid U HytittySWHOJiOP.G OV 
Dwkf Mr. McEutw; 

Loafc nrinoii; io ilauikHtim. VirijUiLi. Prr«Mrr;e Donald Tnimi) wof 
btkfly wUIt Nfr, Clijsil?5 E. JwK-yi, Chief Sxeeutivc OflVwr of HrjttEwrg? CcqM?atwi>. 
and turned to you iU»I f Hid “'tell Cohn to do vh. 0 t«vi>r lhaae rwoviant 

him 

Somebody came up with Plan B (or more like Plan 9) of using an 
even more obscure federal statute to tell FERC to have a rulemak¬ 
ing to subsidize the coal and nuclear clunkers in the country. So 
here we a re. 

It s as simple and sad as that, 

'Voumay remember Robert Murray froiD the Cranda Canyon Mine co apse In which 
six miners and three rescuers perished, httD:/A«tffl^.iivt lmesrom/2Q08/QS/09/ 
us/08cnd-n^ne,htfrL^ httDyAwwv.cnn.conV200B/US/07/24/ming,cQ,aDsMD,[iCTaitm_ , 

^ httorZ/thehi .com/po Icv/6nergv-envlronment/28d261’coa ’exegittve-to-ho d- 
ftindraher-for-triHnD : ht Ipsy/wnvw.op ensecT fits. org/news/ZO 17/02/murray-efi ergy- 
record-giving-2016/, 

^ https-y/assete.dQCumen tc Qud.Qrg/documents/3936141/Murrav-s- eiters-lo-Jrumn- 
admlnistcatiocLedf , 

^ https://ww,egnews,net/storlesZlQ600SgMl , 
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. Power Market Summit 


The 2™* annual Executive Energy Seminar features 
energy executive and policwnaker penpectives on 
enerw market impacts of 10 years of drilling In the 
Marcellus shale gas formation and what may lie 
ahead in the future. 

For more information or to register, kindly contact 
Lynn Brinjac at lbrinjac@eckerfceamans.com. 


^tNFOCAST 






























flySIsve Huntoon 

My ast coup e of co umns 
have exp ored the Depart' 
merit of Energy s "Cash for 
C unkers proposa .Thefirst 
CO umn discussed hovj it vj\ 
cost tens of bi ions of do ars 
and subsidize less re iab e 
generating resources to 
suppress more re iab e 
resources,^ The second 
CO umn sho\A/ed that the 
proposa is the direct resu t of 
meetings between President Trump and Robert 
Murray, coa mine owner and major fundraiser for 
the president s campaign,^ not some de iberative 
process invo ving we -Informed, we -Intentioned 
peop e, 

Robert Murray’s Confirmation 

A shout-out to Murray for providing a smoking 
gun one day after my ast co umn ran, confirming 
that the DOE proposa is a about se ingmoreof 
his coa to FirstEnergy power p ants, one way or 
another.^ 

1 in 5,000, and Then Some 

Some fo ks may sti think that the situation can t 
possib y be that outrageous. The DOE proposa 
can t be that devoid of merit. 

Wrong. 

The smoking gun be ow is from Re iabi ItyFirst, 
the regions re iabi ity organization responsib e 
for re iabi ity in the Mid-At antic and Midwest 
states (the states that are the focus of the DOE 


P ease bear with me in exp atning this graphic, it s 
disp ayjng the winter. The eftmost co umn is 
showing generating resources. The next co umn is 
showing possib e reduction in those resources 
due to resource outages, based on the ast five 
winters (inc uding the po ar vortex), The percent¬ 
ages on the eft are the chance of cumu ative 
outages exceeding the associated outage 
quantity.^ 

The biggest cumu ative reduction in resources 
has a 0,2% chance of occurring. That Is one In 500, 

OK, now skip the 50/50 Demand co umn and ook 
at the 90/10 Demand co umn. That reflects a one- 
ln-10 chance of the co dest weather. 

P ease note that resources at a one-in-500 worst 
case (the second co umn) are sti much more than 
the peak demand in the 
one-in-10 worst case (the ast co umn). 

In other words, combined there is much ess than 
a one-in-5,000 (500 x 10) chance of peak demand 
exceeding resources in the winter. 

And there s more! 

What if that ess-than-one-in-5,000 situation 
were to occur? Fue supp y interruption is un Ike y 
to be a major factor.^ And RTOs ike PJM have 
too s to avoid customer impact, such as pub ic 
appea s for conservation and vo tage reductions,^ 
And any resource-demand shortage wou d ast 
on y hours, not weeks or of course months.® 

The DOE proposa is much ado about nothing. 

The Worm Will Turn 

Here s the third smoking gun. If FERC goes 


More Smoking Guns for the Clunkers 

proposa 



Huntoon 



Winter 2016/17 PJM outage risk | PJM 


forward with subsidizing certain resources for an 
insignificant qua Ity Ike fue supp yon site, it 
shou d recognize rea y important qua [ties ike 
e nvi ron menta /pub ic hea th d a m age.^ I n the case 
of coa , the Nationa Research Counci of the 
Nationa Academies estimates that coa genera¬ 
tion causes po ution damage averaging $32/ 
MWh.“ 

This means coa resources shou d pay $32/MWh 
for their generation, to be subtracted from 
whatever revenues they otherwise wou d receive. 
The payments shou d be distributed to those hurt 
by coa generation. 

This administration won t do that, but no 
administration Is forever. Once the precedent is 
set for FERC to put Its thumbs on the sea es, coa 
better hope that the worm never turns. 


Steve Huntoon is a former president of the Energy Bor 
Association, with 30 yeors of experience advising and 
representingenergy companies and institutions. He received 
a B,A in economics and a ID. from the University of Virginia. 
He is the principal in Energy Counsel, LLP, www.eneisy- 
counsel.com. 


^ h ps://www r omsider com/ erc-baseload-power-enerev- 
depar men -doe-76332/ 

^. h ps: //www.r Qinslder.com/murray-energy-depar men :o . 
:energv-Z49Q3/ 

^Murraysaid he had pressed Trump and Energy Secre ary 
Rick Perry o have he secre ary order financial suppor or a 
-risk coa! plan s using DOE emergency au hori y,bu 
depar men and WhI e House lawyers ruled ha ou . "They 
dldn' wan ©declare he emergency,"he said." was a low 
poln because we worked hard a 1 and knew! was needed. 

“They're doing 1 inadi eren way," Murray said. “Now we 
have ano her approach ha sin use oge o he same poln ." 
h Ds://www.eenew5.ne /energvwlre/20 17/10/11/ 
s ories/t06QQ63267 

“^ h Ds:/Avww.rfirs .org/rellablll v/Documen s/2Q16-17% 

-Win er%:^QResourc^ pd 

^Rellabili yFlrs says/To hele sideo he range o random 
ou ages are probabiil ypercen agesrela ed o heamoun o 
random ou ages ha equal or exceed he amoun o ou ages 
shown above ha line on heou age bar," 

^"Be ween 2012 and 2014, here were roughly 3,4 billion 
cus omer-hours impac ed by major elec rid ydisrup ions, O 
ha ,2,382 hours, or 0.00007% o he o al, was due o uel 
supply problems," h D;//rhg.com/nQ es/ he-reaf-elec rici v- 
rellab||i_vicrlsls . 

^Described Inexcrucia Ingde all In PJM s Manual 13. h d:// 
p|m.com/-/medla/documen s/manua Is/m IG.ashx . 

®n he polar vor ex, he genera Ion emergencies In PJM 
aggrega ed 20 hours, h p://olm.com/-/medla/comml ees- 
erouDs/comml ees/elc/pos lnes/oeiL_QrinarK£Tass,essmen - 
hours-2011.-20l4-x )s a 5 hx?{a=en . 

^ An elabora e and persuasive discussion o his proposi ion is 
provided by Pro essorsMeredi h Fowtie and Maximilian 
Au hammer: h psi// hgcqnvgfsa [gn>cQmAvhy-rick-.pe rr vs. : 
proposed-subsldies- or-coal- ail-economics-IQ1-83339. 

Ds://www nap edu/ca alog/12794/hidden-cos s-o - 
energy-unprtced-consequences-o - energy-prod uc lon-and 
(page 92, conver ing rom kllowa -hours omegawa - 
hours). Damage rom na ural gas pollu ion Is $1.40/MWh 
(page 118). Damage rom nuclear pollu jon Is small (page 
150). These figures do no include greenhouse gases. 
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UNITED STATES OF AMERICA 
BEFORE THE 

FEDERAL ENERGY REGULATORY COMMISSION 

Notice of Proposed Rulemaking ) 

Docket RM18-1-000 

Grid Resiliency Pricing Rule ) 

COMMENTS OF THE BIPARTISAN FORMER FERC COMMISSIONERS 


WHO WE ARE AND WHY WE CARE 
The Commission's mission is to "assist consumers in 
obtaining reliable, efficient and sustainable energy services at a 
reasonable cost through appropriate regulatory and market 
means/'^ Over the last twenty-five years the Commission has 
advanced that mission by enabling competitive wholesale markets 
to promote lower costs and greater efficiencies in the electric 
utility sector, just as it did in the natural gas sector. Our^ common 


1 FERC Website: https://www.ferc.gov/about/strat-docs/strat-plan.asp 

2 Elizabeth Anne (Betsy) Moler, Commissioner 1988-1997, Chair 1993-1997; James 
J. Hoecker, Commissioner 1993-2001, Chairman 1997-2001; Donald F. Santa, Jr., 
Commissioner, 1993-1997; Linda Key Breathitt, Commissioner 1997-2002; Pat 
Wood, 111, Chairman 2001-2005; Nora Mead Brownell, Commissioner 2001-2006; 
Joseph T. Kelliher; Commissioner 2003-2009, Chairman 2005-2009; Jon Wellinghoff, 
Commissioner 2006-2013, Chairman 2009-2013 ("the Bipartisan Former FERC 
Commissioners"). We were appointed to the Commission by every President since 
Ronald Reagan. 
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goal has been to encourage competition in the electricity sector in 
order to benefit customers, enhance reliability and facilitate 
construction of the infrastructure necessary to allow our great 
nation to grow and prosper. 

Over this quarter century, we have each been Intimately 
involved in leading this effort to achieve efficient, reliable energy 
service through market forces. We believed — with conviction 
borne of experience -- that requiring nondiscriminatory access to 
the nation's electric transmission grids, and fostering open, 
wholesale competitive markets for the sale of electricity over 
those grids is the most cost-effective way to deliver energy 
services to customers, and is therefore in the public interest. 
Order No, 888, establishing transmission open access, and Order 
No. 2000, defining the responsibilities of regional transmission 
organizations (RTOs) are the key mileposts of this era. In addition, 
we issued hundreds of orders and adopted numerous other rules 
providing detailed guidance to these markets as they developed. 
We substantially expanded our market oversight and 
enforcement capabilities to protect customers from market fraud 
and abuse. And with those expanded capabilities we engaged in 
numerous significant enforcement actions to maintain order in 
these markets and protect customers' interests. We also worked 
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tirelessly with market participants and state regulators to achieve 
balance in our decisions. This shared collaborative mission across 
party lines and Presidential Administrations has been a model of 
good government. 

This effort to develop organized markets has been successful 
by almost any measure, reaching over two-thirds of all customers 
in the nation's economy. Widely diverse interests have invested 
tens of billions of dollars in both competitive and regulated 
infrastructure. Customers and the industry have benefitted from 
lower costs and better, more reliable services. Technological 
innovation has swept the entire value chain. The Commission's 
initiative has been supported by virtually all of the participants in 
this vitally important sector of our economy. It has drawn support 
from officials in every Presidential Administration over the last 
three decades, from every relevant committee of the Congress, 
and from courts at all levels of the Judiciary, including landmark 
opinions by the United States Supreme Court upholding the 
Commission's key orders. 

OUR VIEW OF THE PROPOSAL 

The published proposal in this Docket would be a significant 
step backward from the Commission's long and bipartisan 
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evolution to transparent, open, competitive wholesale markets. 
Pursuing the worthy goal of a resilient power system, the 
Commission's adoption of the published proposal would instead 
disrupt decades of substantial investment made in the modern 
electric power system, raise costs for customers, and do so in a 
manner directly counter to the Commission's long experience. 

In the competitive wholesale markets, many states have 
elected to separate historic utility-owned power generating 
facilities from regulated operations, much as the Commission did 
with natural gas production operations and natural gas pipeline 
companies in the preceding decade. In the power sector, these 
separation proceedings were often contentious, and eventually 
gave rise to many billions of dollars of utility cost recovery for the 
excess book cost of generating plant over the then-market cost 
("stranded costs"). Varying transition periods were set to recover 
those costs and make the utilities whole for their historic plant 
investments. It is a subset of these power plants that are the 
focus of this inquiry. 

One critical aspect of competitive wholesale markets is that 
the risk of these generation investments has been shifted away 
from captive customers to market participants who could better 
manage risk (and some who have not been successful doing so). 


4 






20171019-5053 FERC PDF (Unofficial) 10/19/2017 12:20:29 PM 


Another achievement is that competitive wholesale markets 
have delivered lower-cost electric power and improved the 
efficiency of the generation fleet. And not just of the original 
power plants. This revolution stimulated tens of billions of dollars 
of investment in newer and cleaner power technologies, more 
efficient plant operations, competitive fuel procurement, efficient 
dispatch over large regions, more restrained prices, and more 
competitive (lower) margins. Power prices have tracked fuel 
prices, particularly that of natural gas, which is, in most hours and 
in most markets, the marginal unit fuel. New entrants to the 
competitive wholesale marketplace have included combined-cycle 
natural gas plants, renewable energy technologies, storage, 
distributed generation and demand response. It was entirely 
foreseeable that competition and technological innovation would 
result in the exit of high-cost generators. Wholesale competition, 
indeed, has forced existing resources to become more reliable or 
to exit the market, and many noncompetitive generating units 
have exited.^ 


3 This is not just a feature of competitive wholesale markets. Over half of the 
retirements of coal, gas and nuclear plants since 2002 have been from regulated 
status. A map depicting these retirements is shown on the Department of Energy’s 
web page introducing the 2017 Staff Report to the Secretary on Electricity Markets 
and Reliability at https://energv.gov/downIoads/download-staff-report-secretarv- 
electricity-markets-and-reliabilitv . It is also found in the Staff Report at page 15. 
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The independent RTOs that have developed under Order No. 
2000 have done a superb job operating the transmission networks 
and managing markets reliably, safely and efficiently for all 
wholesale power customers. These new independently-run 
wholesale markets have also enabled retail customer choice 
programs across the country, most notably in the states that are 
most impacted by this inquiry. 

The RTOs operate open, transparent markets. The least-cost 
resources for energy for every hour (accounting for reliability 
needs and transmission constraints) are purchased. In those RTOs 
with capacity markets, the least-cost resources for capacity 
(accounting for transmission constraints) are purchased. Those 
resources which fail to recover sufficient revenues from these 
markets, or otherwise from their customers, retire. 

Subsidizing resources so they do not retire would 
fundamentally distort markets. The subsidized resources would 
inevitably drive out the unsubsidized resources, and the subsidies 
would inevitably raise prices to customers. Investor confidence 
would evaporate and markets would tend to collapse. This loss of 
faith in markets would thereby undermine reliability. 

The Commission has always been fuel-agnostic, refraining 
from favoring one fuel over another. This is, in part, out of 
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recognition that the last federal effort to do that was quickly 
shown to be a grossly uneconomic mistake."^ We acknowledge 
that the markets today are not pristine; various kinds of external 
supports for resources still exist. Federal tax subsidies for wind 
and solar generation have been approved by Congress, as were 
less overt benefits for oil, gas and coal extraction. The states of 
New York and Illinois have also recently moved into this arena 
with the adoption of subsidies for certain nuclear plants. The 
Commission cannot ignore these interventions, and in fact, should 
actively inform legislators how such programs impact market 
operations. But one step the Commission has never taken is to 
create or authorize on its own the kind of subsidy proposed here. 

We know there is always more to do to make wholesale 
markets more open, more transparent and more efficient; but 
moving backward is not the way to go. We strongly encourage the 
Commission to use this opportunity created by the Secretary to 
identify attributes of the current competitive market system that 
need to be improved, to crisply define them and either modify the 
current published proposal or Initiate regional proceedings to 
examine resilience Issues and consider the need for market rule 
changes. 

The Powerplant and Industrial Fuel Use Act of 1978, repealed in 1987. 
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Several examples follow. All organized markets procure 
Black Start resources for restoring a power station or a part of the 
grid without reliance on external power. These procurement 
methods range from cost-of-service based tariffs in some of the 
RTOs to a fully competitive process used in ERCOT outside of 
FERCs jurisdiction. An outcome-based resiliency service could 
follow a similar pattern, to the extent current ancillary services 
are not providing it adequately. 

Similarly, Reliability Must-Run (RMR) arrangements have 
been adopted by the RTOs to ensure that a specific resource, 
which would otherwise be mothballed or retired, remains 
available for a specified length of time to provide a base level of 
energy production needed for local reliability. A cost-based 
formula is often used to calculate the compensation for the 
affected unit, and the cost is uplifted to the broader RTO market. 
The RTOs and the Commission are well aware of the negative 
impact such out-of-market Interventions can have on the 
marketplace. For that reason, RMR contracts have been used 
relatively sparingly and to address well-defined, limited local 
reliability challenges that the market could not address in the 
short term. 
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The issues of reliability and resiliency are not new to the 
Commission. These issues are more likely to be related to utility 
transmission and distribution systems;^ after an emergency, it is 
the power delivery system recovery timeline that drives the 
restoration of retail service. To be sure, a more robust 
transmission and distribution system will add resilience in all 
markets. While there have been some Instances of generation- 
related customer outages,® fuel supply emergencies have been an 
insignificant cause of customer outages. To the extent these 
could become an issue, there are market-based solutions that can 
be employed; for example, the recently-implemented capacity 
performance programs in PJM and ISO-NE are intended to incent 
and reward fuel supply certainty, and to severely penalize the 
failure to provide power at critical times. 


s A memorable example of a power delivery failure, the 2003 Northeastern 
North American Blackout, originated in Ohio when inadequate vegetation 
management by a transmission-owning utility triggered multiple transmission 
outages on a summer afternoon and the tripping of a coal-fired power plant in 
Cleveland. These incidents, combined with inadequate situational awareness across 
the region, led to cascading failures across northeastern North America, and over 
fifty million people were out of power, some for up to seven days. The FERC Staff 
summary of this incident is found at: 

https://www.ferc.gov/CalendarFiles/20040915141105-blackout.Ddf 
^ See, e.g., https://www.ferc.gov/legal/staff-reports/08-16-ll-report.pdf 
regarding a February 2011 cold weather event in Texas and the Southwest. And the 
causes of the 2000-2001 power outages in California are well known to the 
Commission (and to these commenters]. 
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In our years of service on the Commission, we all leaned 
heavily on the use of broad stakeholder processes in the 
organized markets to develop balanced rules for all to live under, 
and we remain supportive of the checks and balances such 
mechanisms provide. To the extent, however, these processes 
are unable to address the reliability and/or resilience issues raised 
in this Docket, the Independent Boards of the organized markets 
should be able to file directly for Commission approval of such 
changes. That is a principal reason why we insisted in Order No. 
2000 on such independent governance. 

CONCLUSION 

In the end, it is the Commission that has statutory 
responsibility for just and reasonable rates and for maintaining 
reliability. This is an extremely challenging responsibility shared 
by five independent Commissioners and a dedicated staff. We 
therefore urge the Commission to actively defend and promote 
reliable, competitive energy markets in all arenas. The injection of 
uncertainty over the future of efficient, competitive electric 
markets and the highly capital-intensive and vitally important 
electric industry impairs critical long-term investment and 
jeopardizes the delivery of cost-effective energy services to 
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customers. 

Accordingly, we urge you not to move forward with the 
published proposal, and instead address the issues of power 
system reliability and resiliency consistent with the Commission's 
long history and in the transparent, bipartisan, policy-centered 
manner for which this Commission has long been respected. 


Respectfully submitted. 


ELIZABETH ANNE (BETSY) MOLER 
JAMES J. HOECKER 
DONALD F. SANTA, JR. 

LINDA KEY BREATHITT 
NORA MEAD BROWNELL 
PAT WOOD, III 
JOSEPH T. KELLIHER 
JON WELLINGHOFF 


October 19, 2017 
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UNITED STATES OF AMERICA 
BEFORE THE 

FEDERAL ENERGY REGULATORY COMMISSION 
Grid Reliability and Resilience Pricing ) Docket No. RM18-1-000 


INITIAL COMMENTS OF PJM INTERCONNECTION, L.L.C. 

ON THE UNITED STATES DEPARTMENT OF ENERGY PROPOSED RULE 


PJM Interconnection, L.L.C. (“PJM”) hereby submits its initial comments on the 
Notice of Proposed Rulemaking submitted to the Commission by the Secretary of the 
United States. Department of Energy (“DOE”) on September 28, 2017, as revised upon 
publication in the Federal Register on October 10, 2017 (“DOE NOPR”).' To assist the 
Commission’s evaluation of the DOE NOPR, PJM also responds, in Appendix A to these 
comments, to the questions posed in the Commission’s October 4, 2017 request for 
information relevant to the DOE NOPR. 

I. INTRODUCTION 

As shown in these Comments, the DOE NOPR is well wide of the mark both in 
its statement of the problem it seeks to address and in its identification of a reasonable 
remedy. Accordingly, PJM believes that a prudent path for the Commission should 
include: (a) re-focusing from the DOE NOPR’s broad-brush concern with changes in the 
resource mix to a deeper, more meaningful, and more productive consideration of how 
resource mix changes are affecting each individual Regional Transmission Organization 


' The Secretary proposed the rule pursuant to section 403 of the Department of Energy Organization Act, 
42 U.S.C. § 7173. See Grid Resiliency Pricing Rule, 82 Fed. Reg. 46,940 (proposed Oct. 10, 2017). The 
Commission noticed the proposed rule on October 2, 2017, seeking initial comments by October 23, 2017, 
and reply comments by November 7, 2017. See Grid Reliability and Resilience Pricing, Notice Inviting 
Comments, Docket No. RM18-1-000 (Oct. 2, 2017). 
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(“RTO”) markets, operations, and reliability and (b) directing the submission of regional 
solutions, as needed, subject to a filing deadline, that are more in line with the actual 
history and experience of each RTO given its particular resource mix, and operational 
and reliability needs. Through these comments, PJM will demonstrate; 

• The lack of support, both legally and factually, for the DOE NOPR’s 
identification of the stated problem; 

• The legal and factual infirmities associated with the DOE’s proposed cost 
of service remedy; 

• How the problem identified by the DOE can be restated to more accurately 
reflect price formation issues that are in line with historic RTO 
experience; and 

• An alternative path promising solutions that allow for regional flexibility 
while responding to the direction called for in the DOE Staff s August 
2017 Report^ to examine con-ect price formation in organized electricity 
markets. 

Accordingly, PJM urges the Commission to find that the DOE NOPR, although 
referencing certain legitimate findings made in the DOE Staff Report, does not correctly 
state the problem nor propose a reasonable solution that meets the just and reasonable 
standard under the Federal Power Act (“FPA”).^ As shown in these Comments, 
the DOE NOPR takes observations about overall changes in the resource mix across the 
nation as the basis for a sweeping and unsupported conclusion that, solely in regions with 
capacity and energy markets, certain units, regardless of their location, performance 
history, or competitiveness, deserve full cost recovery through out-of-market 
mechanisms. 

^ Staff Report to the Secretary on Electricity Markets and Reliability, U.S. Department of Energy (Aug. 17, 
2017) (“DOE Staff Report”). 

^ 16U.S.C, § 824e. 
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Specifically, the DOE NOPR: 

• Is inconsistent with very recent findings and recommendations published by the 
DOE on the subjects of fuel security, grid resilience and RTO market price 
formation; 

• Does not meet basic standards of reasoned decision-making—^the claimed facts 
do not lead to the proposed remedy; 

• Contradicts the plain fact that reliability generally has been well-served in 
regions with capacity and energy markets; 

• Would represent a radical departure from years of Commission approval of 
single-clearing price markets; 

• Would undermine reliability and lead to substantially higher costs and economic 
inefficiencies; 

• Contradicts Congressional endorsement of the Commission’s increased reliance 
on competitive markets; 

• Intrudes on state resource choices, include choices to rely on RTO-administered 
competitive markets; 

• Creates distortions in investment decisions that will exacerbate seams issues and 
actually harm rather than enhance system reliability; 

• Attempts to impose blanket, guaranteed cost recovery for numerous resources in 
a manner flatty contradictory to long-standing, fundamental rate-making 
requirements under the FPA; and 

• Violates the FPA’s prohibition on undue discrimination. 

Given coal-fired and nuclear generators comprise just over fifty percent of all 
currently installed generation capacity in the PJM region,^ if the DOE NOPR were 
adopted, it would remove half of all the capacity in the PJM region from the discipline of 
competitive market forces. Even accepting the nature and degree of the DOE’s concerns, 


See PJM Interconnection, L.L.C., http://www.pjm.com/~/media/markets-ops/ops-analysis/capacily-by- 
fiiel-type-2016.ashx (last visited Oct. 27, 2017) (showing nuclear and coal as a combined 53% of the 
resource mix). 
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its NOPR fails to consider the most obvious alternative. Assuming there is a shortcoming 
in capacity and energy markets, the first response should be to fix such a shortcoming, 
which is to say, evaluate structural market changes that better define and value 
resources’ operational and reliability attributes within the market rather than upending 
market principles in their entirety. 

As noted above, PJM believes a better identification of the underlying concern, as 
well as PJM’s proposed procedural pathway, is far more appropriate given the legal and 
practical infinnities of the DOE NOPR as proposed. For its part, PJM has seen changes 
in the workings of its market traceable to resource mix changes and other industry 
changes over recent periods. Those observed changes raise clear concerns about market 
price formation under current rules, including treatment of fast-start resources, 
recognition of inflexible resources in clearing prices, shortage pricing, and resource 
characteristics and attributes that currently are not, but should be, identified and valued in 
the market. In these Comments, PJM describes those observed impacts, and clearly 
shows the concerns those impacts raise. 

In section III herein, PJM explains why reforms are needed in PJM now to ensure 
that (i) the cost of seizing load is reflected in LMP to the fullest extent possible, (ii) uplift 
is reduced, and (iii) proper economic incentives are maintained. Enhanced energy market 
price signals will strengthen perfoimance incentives in PJM’s markets and is in line with 
other reforms being considered by PJM. The Commission should act now to ensure that 
essential reliability services that resources provide are maintained. PJM understands not 
all regions face the same need for action. An extensive record has been developed to date 
in this area in the Commission’s price formation proceedings, as confirmed by the August 
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DOE Report. Thus, to move forward, the Commission should direct each RTO/ISO to 
identify for the Commission whether changes in the resource mix has created issues in 
their respective regions that are currently not addressed in the market. If any issues exist, 
the RTO/ISO should prioritize the issues of most consequence to that region and provide, 
within a Commission-specified deadline that is in the near term, for the submission of 
proposals, if necessary.^ In the alternative, the Commission could expand the scope of 
its existing open price formation NOPRs to provide for regional solutions around the 
issues it has broadly identified in those dockets. 

II. COMMENTS 

A. The DOE NOPR Incorrectly Identifies a Perceived Problem and Its 
Cause, and Seeks to Impose a Remedy That Is Not Supported by the 
Reliability and Resilience Concerns the DOE NOPR Claims to 
Address 

The DOE NOPR misidentifies a problem, misstates the cause, and then proposes a 
radical solution that is antithetical to clear Congressional and Commission policy in favor 
of promoting competitive energy markets. The DOE NOPR assumes without support 
that there is a resilience crisis that is urgently unfolding because coal and nuclear units 
are retiring, that market prices are to blame, and that the only solution is to incentivize 
those coal and nuclear units to remain in service by providing them with guaranteed cost 
of service rate recovery regardless of whether they are needed for resilience or actually 
provide measurable resilience benefits. The DOE NOPR does this to the detriment of 
competitive markets. 

^ The Commission could require that, to the extent an ISO/RTO identifies no changes are necessary for its 
region, the ISO/RTO would be required to submit a report to the Commission within that time frame, in 
place of a tariff proposal. 


5 






20171023-5S98 FERC PDF (Unofficial) 10/23/2017 4:50:45 PM 


Given its scope and applicability, the DOE NOPR is a transparent attack on those 
RTOs and ISOs that operate capacity markets generally^—and possibly PJM 
specifically’—without any showing that the misidentified problem exists in PJM or those 
other markets and exists exclusively in those markets. While claiming to address an 
imminent threat to the “resilience” of the electric grid from looming retirement of so- 
called “fuel-secure” baseload resources, the DOE NOPR fails to demonstrate that any 
such threat is imminent, that retirements are to blame, that competitive markets and 
specifically capacity markets are forcing retirements that would not have otherwise 
occurred, or that its proposed solution will actually address the perceived problem. The 
DOE NOPR’s compensation mandate is wholly unjustified and the Commission should 
reject it. 

The DOE NOPR conflates resilience with reliability. The DOE NOPR does not 
explain how maintaining a 90-day supply of fuel will enable quick restoration of service 
following a catastrophic grid event, which is a cornerstone concept of resilience. Instead, 
the proposal seeks to keep coal and nuclear units online all the time as baseload 
resources, indicating the DOE NOPR’s concern is reliability, not resilience. The DOE 
NOPR proposes to maintain otherwise uneconomic coal and nuclear units by affording 
them cost of service rate recovery, enabling them to offer into the markets at 
unrealistically low prices, clear, and operate continuously as “baseload.” While secure 
fuel and a robust resource mix contribute to both reliability and resilience, the DOE 


* As the publication of the DOE NOPR in the Federal Register makes plain, capacity markets are the sole 
target of the DOE NOPR’s mandates. See DOE NOPR at 46,944. 

’’ Notably, PJM is the only RTO mentioned in the DOE NOPR. 
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NOPR fails to show that acquiring 90 days’ worth of fuel, and rewarding those units that 
are able to do so, is necessary to ensure either reliability or resilience. 

In fact, the DOE NOPR provides no definition of resilience at all, and further fails 
by neglecting to identify any performance standards or metrics to evaluate the resilience 
characteristics, effectiveness, and performance of various resource types. In place of 
such standards, the DOE NOPR establishes blanket eligibility for any resource that 
participates in competitive energy markets outside of retail cost of service rate regulation, 
satisfies an arbitrary 90-day fuel supply requirement, and satisfies other minimum 
characteristics, regardless of whether the resource is needed to provide reliability or 
resilience services to the grid. 

In short, the DOE NOPR’s identification of the perceived problem is not correct, 
and its proposed imposition of cost of service pricing will not only fail to fix the 
perceived problem but will have severe adverse effects on competitive markets that the 
Commission and RTOs like PJM have labored for decades to develop. 

1. The Facts and Sources Cited by the DOE NOPR Do Not Support 
Its Findings or Proposal 

Rather than attempting to oflfer concrete evidence of a looming resilience crisis 
caused by mass retirement of coal and nuclear units that can only be fixed by destroying 
competitive markets, the DOE NOPR relies on hollow assertions that the resilience of the 
nation’s electric grid is imminently threatened by premature retirement of so-called fuel- 
secure baseload resources* and self-evident observations like winter is coming.^ The 
DOE NOPR provides no justification for imposing onto competitive energy markets a 

'DOE NOPR at 46,941. 

® DOE NOPR at 46,945 (urging the Commission to “take action before the winter heating season begins”). 
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large new out-of-market cost burden for certain select generation resources, and certainly 
no compelling explanation of why such action is urgently needed to stave off an 
imminent crisis. 

The thin reed upon which the DOE NOPR’s call for urgency and its proposed 
remedy is built is the notion that generation resource retirements are occurring and 
unusual weather events have presented challenges to grid operators in the past few years. 
Specifically, the DOE NOPR cites select discussion from the January 2017 Quadrennial 
Energy Review^*^ and the recent DOE Staff Report regarding recent and anticipated future 
retirements of coal and nuclear units and weather anomalies such as the 2014 Polar 
Vortex.^^ None of these sources, however, support the DOE NOPR’s radical replacement 
of competitive markets with federal cost of service ratemaking for certain favored 
generators. And in fact, PJM’s system remained reliable despite nearly 14,000 MW of 
coal retirements in the recent past due in part to changing environmental rules. The 
unusually high unforced outage rate during the Polar Vortex has been mitigated—^as can 
be seen in Figure 1—through various measures, including PJM’s Capacity Performance 
reforms and steps it has taken for winter preparedness, discussed herein and in PJM’s 
responses to OEPl’s questions in Appendix A hereto. 


Quadrennial Energy Review, Transforming the Nation’s Electricity System: the 
Second Installment of the Quadrennial Energy Review, Department of Energy (Jan. 

2017), https://energy.gov/sites/pi’od/files/2017/02/f34/Quadrennial%20Energy%20Review— 

Second%20Installment%20{Full%20Report).pdf. 

"DOE NOPR at 46,942. 
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Figure 1: Weighted-Average EFORd Projected for DY 



The drop in Weighted Average EFORd projected for 2021 is due to: 

• Large amount of deactivations with high EFORd (7,150 MW with 14.56% 
Weighted Average EFORd) 

• Large amount of additions with low EFORd (16,980 MW with 4.42% 
Weighted Average EFORd). Additions include only those queue projects 
that had executed an ISA by April 17, 2017. 

The DOE NOPR appears to blame competitive market pricing and rules as the 
sole or primary impetus for retirement of coal and nuclear units. However, the DOE 
NOPR paints an incomplete picture of the findings and conclusions on which it relies. 
Notably, the DOE Staff Report identifies many factors contributing to retirements, 
including, among other things, the age of the plants in question,'^ state public policy 


E.g., DOE Staff Report at 22 (“The age of coal plants is an important factor.... [T]he vast majority of 
coal-fired capacity was built before 1990, with the average of the fleet built in the mid to late 1970s.”) 
(emphasis added); id (“According to the Congressional Research Service, the service life of coal-fired 

generators reportedly ‘averages between 35 and 50 years-(quoting Richard J. Campbell, Increasing 

the Efficiency of Existing Coal-Fired Power Plants, Congressional Research Seivice, 6 (Dec. 20, 2013), 
https://fas.org/sgp/crs/misc/R43343.pdf)); DOE Staff Report at 21 (“Most coal-fired capacity (88%) was 
built between 1950 and 1990, and the capacity-weighted average age of operating coal facilities is 39 
years.” (citing Scott Jell, Most Coal Plants in the United States Were Built Before 1990, Energy 
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decisions,'^ federal environmental requirements,*'* and more cost-effective alternative 
fuels.'^ While the DOE NOPR also suggests that the retirements it identifies are 
“premature,”'^ it provides no analysis of whether such retirements truly have occurred 
prior to the end of the useful lifecycle of the resources in question, further eroding 
evidentiaiy support for the DOE NOPR’s costly compensation mandate. While RTOs are 
examining whether market price formation rules could be revised to recognize the 
reliability and resilience values brought by a diversity of resource types,the DOE Staff 
Report provides no evidentiary basis to conclude that market prices are the sole or even 
primary cause of coal and nuclear retirements. Subsidizing such favored units will not 


Information Administration (Apr. 17, 2017), https://www.eia.gov/todayinenergy/detaii.php?id=30812)); 
DOE Staff Report at 23 (“Retired plants are older than the remaining fleet. The coal units that retired in 
2015 were mainly built between 1950 and 1970, and the average age of those retired units was 54 years.”). 

E.g., DOE Staff Report at 16 (“Some of the nuclear units now closing are doing so because of state 
pressure (as with California’s Diablo Canyon, New Jersey’s Oyster Creek, and New York’s Indian 
Point)....”) 

''' Kg, DOE Staff Report at 17 (“Figure 3.3 shows that a significant amount of capacity (the highest on 
record) retired in 2015, coinciding with the [Mercury and Air Toxics Standards (“MATS”)] compliance 
deadline, which applied to coal- and oil-fired units across the country, as well as the finalization of the 
Clean Power Plan rule.”) (emphasis added); id. at 19 (“The compliance deadline for MATS converged 
with tightening pollution limits in sulfur dioxide (SO 2 ) and nitrogen oxide (NO,) trading programs. Many 
of the coal and oil retirements in this period were plants whose owners chose to shut down a plant rather 
than invest in costly environmental remediation measures.”) (emphasis added); id. at 24 (“Most of the 
power plants being closed today were built in the 1940s to 1960s, before the Clean Air Act was passed in 
1970. Many have minimal air pollution controls .... Many closures coincided with the MATS deadlines 
in 2015 and 2016 ...” (emphasis added) (quoting Ed Malley, Coal Power Plant Post-Retirement Options, 
POWER (Sept. 1,2016), http://www.powermag.coni/coal-power-plant-post-retirement-options/)). 

” E.g., DOE Staff Report at 24 (“The increase in natural gas generation since 2005 is primarily a result of 
the continued cost-competitiveness of natural gas relative to coal.” (quoting Augustine Kwon, Natural Gas 
Generation Make Up the Largest Share of Overall U.S. Generation Capacity, Energy Information 
Administration (Apr. 20,2017), https://www.eia.gov/todayinenergy/detail.php?id=30872)). 

See, e.g., DOE NOPR at 46,941 (“The resiliency of the nation’s electric grid is threatened by the 
premature retirements of power plants ....”) (emphasis added). 

’’ See infra Section A(3). 
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ward off other externalities that the DOE’s own staff has identified as contributing to 
plant retirements. 

Similarly, the 2017 QER Report provides no basis to conclude that there is an 
imminent resilience emergency that can best be solved by distorting competitive markets 
through imposition of cost of seiwice rate recovery for coal and nuclear resources. Quite 
the contrary, in its recommendations on “Grid Operations and Planning for Electricity 
System Reliability, Security and Resilience,” the 2017 QER Report recommends such 
initiatives as (among others): (1) providing incentives for energy storage; (2) improving 
data for grid security and resilience; (3) requiring states to consider the value of 
distributed energy resources; (4) enhancing coordination among the industry; (5) 
encouraging cost effective use of advanced technologies that improve transmission 
operations; and (6) improving data, monitoring, and analysis capabilities.'* Absent from 
the 2017 QER Report’s list of resilience recommendations is anything resembling the 
DOE NOPR’s proposal to subsidize aging and inefficient generation units to the 
detriment of competitive markets. 

Likewise mischaracterized and misconstrued are the recent extreme weather 
events upon which the DOE NOPR relies. Contrary to the DOE NOPR, neither the 2014 
Polar Vortex nor the recent hurricanes justify upending existing competitive energy 
markets. Indeed, as the DOE Staff Report acknowledges, during the Polar Vortex, 
“[mjany coal plants could not operate due to conveyor belts and coal piles freezing.”'® 

**2017 QER Report at S-25-S-26. 

*’ DOE Staff Report at 98. The DOE Staff Report also concluded that “[wjhile coal facilities typically 
store enough fiiel onsite to last for 30 days or more, extreme cold can lead to frozen fuel stockpiles and 
disruption in train deliveries.” Id. at 11-12. 
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While fuel delivery was an issue during the Polar Vortex, it was not the driving factor 

behind outages that occurred during the extreme weather event, nor was gas-fired 

generation the villain, nor coal and nuclear the savior, that the DOE NOPR suggests them 

to be. Specifically, during the Polar Vortex, of the approximately 40,200 MW of forced 

generator outages in PJM, coal steam outages (considering all soui’ces of failure) were the 

largest outage category, at 13,700 MW (representing 34% of the outages), and nuclear 

outages totaled 1,400 MW.^° Having a 90-day fuel supply would not have cured these 

outages, for it was not a lack of fuel that caused them. Additionally, as PJM has 

explained, all resource types, except for wind and demand response, performed sub 

optimally during the extreme weather event: 

At the time of the peak demand hour on January 7, approximately 22 
percent of total installed generation capacity in PJM (of all fuel types) was 
unavailable because of forced outages associated with routine equipment 
brealcdowns, problems related to operating in extreme cold temperatures 
and, fuel-supply issues. Although there has been much focus on gas issues 
associated with interruptible transportation, overall the gas interruptions 
were not the major driver of the high forced outage rates experienced in 
the PJM region. Natural gas interruptions, although significant, removed 
less than five percent of the total capacity required to meet demand on 
January 7, while equipment issues associated with both coal and natural 
gas units made up the far greater proportion of forced outages?^ 

Notwithstanding these significant challenges, as the DOE Staff Report explains, PJM and 

other “grid operators generally met demand, even under these severe conditionsFuel 


Analysis of Operational Events and Market Impacts During the January 2014 Cold Weather Events, PJM 
Interconnection, L.L.C., 26 (May 8, 2014), http://www.pjm.com/~/niedia/library/reports-notices/weather- 
reIated/20140509-analysis-of-operational-events-and-market-impacts-during-the-j an-2014-cold-weather- 
events.ashx. 

Post-Technical Conference Comments of PJM Interconnection, L.L.C., Docket No. AD 14-8-000, at 
Appendix 1 (Statement of Michael J. Koimos Executive Vice President - Operations, PJM Interconnection, 
L.L.C. at 3-4) (May 15,2014) (“Kormos Statement”) {emphasis added). 

“ DOE Staff Report at 98. 
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supply was not the sole or even primary issue affecting grid operations during the Polar 
Vortex, and compensating all qualified “fuel-secure” generators for maintaining a 90-day 
fuel supply would not have made a significant difference in addressing the impacts of the 
Polar Vortex. 

Likewise, the DOE NOPR’s reliance on Superstorm Sandy and recent hurricanes 
also fails to justify its radical cost of service subsidy scheme. As an initial matter, in high 
wind events like hurricanes, it is often the distribution and, to a lesser degree, 
transmission system that are most impacted. For example, as NERC notes in its 
assessment of Superstorm Sandy, 16,738 MW of fossil fuel generation became 
unavailable during the storm, which “did not result in any capacity issues,” “[bjecause of 
the amount of load preemptively off or unavailable to the distribution system.” NERC 
also noted that “[w]hile there was sufficient generation capacity available to meet the 
load as restoration progressed, there were some cases where customer restoration was 
hindered by local area transmission outages.”^* In other words, even though generating 
power was available to serve customers, power line damage prevented it from being 
delivered to many customers experiencing service outages. Having 90 days’ worth of 
fuel onsite does nothing to counteract the impact of distribution or transmission 
infrastructure damage that is often the cause of customer service outages during a 
hurricane or similar event. 


Hurricane Sandy Event Analysis Report, NERC, 22 (Jan. 2014), http://www nerc.coni/pa/ 
rnn/ea/Oct2012HurricaiiSandyEvntAnlyssRprtDL/Hiirricane_Sandy_EAR_20140312_Final.pdf (“NERC 
Hurricane Sandy Report”) (emphasis added). 

Hurricane Sandy Event Analysis Report, NERC, 22 (Jan. 2014) at 5 (emphasis added). 
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The evidence and events that the DOE NOPR cites do not support its assertion of 
a resilience crisis or its rationale for degrading competitive markets in the name of fuel 
resilience. As experience during extreme weather events has shown, myriad factors 
contribute to outages, and fuel security, while beneficial, provides no guarantee of 
resilience during such events. Given the paucity of evidence to support its expensive and 
anticompetitive cost of service guarantee, the DOE NOPR appears aimed less at truly 
addressing resilience concerns and more at benefitting certain preferred generators and 
fuels and the industries they support. 

2. The PJM Region Is Reliable, and PJM’s Competitive Markets 
Have Been Instrumental in Helping Ensure that Reliability. 

As explained above, the DOE NOPR offers nothing to show that market regions 
in general, or the PJM Region in particular, is in any danger of failing to meet reliability 
or resource adequacy requirements now or in the future. This is not surprising, as the 
PJM Region unquestionably is reliable, and its competitive markets have for years 
secured commitments from capacity resources that well exceed the target reserve margin 
established to meet NERC requirements. And the PJM capacity market also includes 
rigorous performance requirements, enforced by market mechanisms—which were 

25 

affirmed just this year by a U.S. Court of Appeals. 

First, contrary to suggestions that the DOE NOPR changes are needed to “keep[] 
the lights on,”^^ PJM’s capacity market has consistently secured Capacity Resources 
above and beyond the level needed to meet the NERC standard of no more than one 

Advanced Energy Mgmt. Ail. v. FERC, 860 F.3d 656 (D.C. Cir. 2017). 

Department of Energy Missions and Management Priorities Before the H. Comm. On Energy and 
Commerce Sttbcomm. On Energy, 115th Cong. 3 (2017) (testimony of Secretary Rick Perry, U.S. 
Department of Energy). 
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expected !oss-of-load event every ten years. For the next three Delivery Years (extending 
through May 31, 2021), the Base Residual Auctions resulted in reserve margins of 19.8% 
(2018/2019 DY), 22.4% (2019/2020 DY), and 23.3 % (2020/2021 DY).^’ These reserve 
margins are about four to six percentage points above the level needed to meet the NERC 
loss-of-load-expectation criteria.^* These auctions also have elicited significant 
investments in nevi^ generation, at competitive costs generally belov/ administrative 
estimates of the cost of new entry Notably, the capacity committed to the PJM Region 
through 2021 (and entitled to receive capacity revenues for at least that long) include coal 
and nuclear plants (of all ages) in megawatt amounts that rival or exceed the capacity 
base for those two plant types seen in any other region in the continental U.S. 

Second, even looking past aggregate resource commitments to consider reliability 
of the resource mix, PJM’s initial rigorous analysis of that issue earlier this year^^ yielded 
encouraging results, and found no immediate (or even near-term) emergencies. PJM 
assessed future likely and plausible generation resource mix portfolios on their ability to 
provide certain essential reliability services, including frequency response, voltage 
control, ramp, fuel assurance, flexibility, black start, environmental restrictions, and 

2020/2021 PJM Base Residual Auction Results, PJM Interconnection, L.L.C., 6 tbi. 1 (May 23, 2017), 

http;//www.pjm.coni/~/niedia/niarkets-ops/rpni/rpm-auction-info/2020-2021-base-residual-auction- 

report .ashx? Ia=en. 

Id. 

^Id. 

See Figure 3 below, and the cited EIA source data (which shows PJM had installed coal and nuclear plant 
capacity at year-end 2015 in excess of 100,000 MWs). 

See PJM’s Evolving Resource Mix and System Reliability (March 30, 2017), available at 
http://www.pjm.eom/~/media/library/reports-notices/special-reports/20170330-pjms-evolving-resource- 
mix-and-system-reliability.ashx (“Evolving Resource Mix and Reliability Report”). 

Id. at 4-5. 
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equivalent availability factor.^^ PJM also tested those possible future portfolios using 
both a standard loss-of-load analysis, and an adjusted analysis that accounted for the 
potential added load-loss risk of heavy reliance on intermittent resources. PJM found that 
“the expected near-term resource portfolio is among the highest-performing portfolios 
and is well-equipped to provide the generator reliability attributes.That expected 
near-term portfolio is for 2021, taking account of trends in generator deactivation and 
added capacity from the PJM Generator Interconnection Queues.^^ More work and 
analysis needs to be done in this area, as discussed later in these comments, but the 
analysis to date strongly indicates that market mechanisms can effectively meet the 
challenges posed by a changing resource mix. 

Third, the DOE NOPR ignores the PJM competitive markets’ demonstrated 
strength as a platform for innovation and adaptation. Competitive markets are very good 
at quickly recognizing and rewarding efficiency gains. That inherent strength is itself an 
important advantage to maintaining a resource base that leverages technological change 
to help ensure long-term reliability. Competitive markets, therefore, have seen markedly 
higher development and implementation (compared to non-market areas) of highly 
efficient, latest generation combined cycle plants, new storage technologies, and demand 
response.^^ At the same time, competitive markets have not been conducive to high-risk, 
high-capital-cost, experimental technologies—^which, more often than not, have produced 

Id. at 3. 

Id. at 4 (footnote omitted). 

^^Id at4n.9. 

Resource Investment in Competitive Markets, PJM Interconnection, L.L.C., (May 5, 2016), 
http://www.pjm.com/~/media/library/reports-notices/special-reports/20160505-resource-investment-in- 
competitive-markets-paper.ashx (“PJM 2016 Resource Investment Whitepaper”). 
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far more cost than benefit for ratepayers in the regulated areas where such projects have 

^7 

been pursued. 

Indeed, the market is able to handle changes in technologies and shifts in resource 
mix in a manner that resulted in lower energy market Locational Marginal Prices 
(“LMPs”) (Figure 2). As can be seen, load-weighted LMPs peaked in 2008. Since that 
time, the factors discussed above (particularly the reduction in price, and increase in 
availability, of natural gas) have resulted in a drop of over 50% in load-weighted LMPs. 
By contrast, the fuel-adjusted LMP (which seeks to factor out differences in fuel cost), 
has changed relatively little—revealing that the observed drop in load-weighted LMP has 
indeed been largely driven by fuel cost changes. 


Figure 2. Annual Fuel-Adjusted and Load-Weighted LMP (1999-2016) 



Furthermore, for roughly two decades the PJM energy market, based on the LMP 
construct, has provided reliable price signals that, among other things, have helped to 

• 38 

drive efficient resource entry and exit. 
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3. The DOE NOPR Ignores Efforts Underway to Address Resilience 
through Markets 

PJM is examining resilience, as distinguishable from reliability, and the DOE 
NOPR overlooks many of what PJM would consider to be the more salient resilience 
issues, which relate to the transmission grid and not to supply resources. Moreover, the 
DOE NOPR suggests a remedy, namely cost of service compensation for resources that 
satisfy an on-site fuel storage criterion, which would yield few if any system reliability or 
resilience benefits. 

On March 30,2017, PJM issued a report that examined the reliability implications 
of PJM’s changing resource mix, as driven by environmental regulations, the availability 
of low-cost natural gas, the increasing penetration of renewable resources and demand 
response, and the potential retirements of nuclear power plants.^*^ Among other things, 
the Evolving Resource Mix and Reliability Report foimd: (1) as the potential resource 
mix moves in the direction of less coal and nuclear generation, generator attributes of 
frequency response, reactive capability, and fuel assurance decrease, but flexibility and 
ramping attributes increase; and (2) operational reliability can be maintained even if 
natural gas-fired resources replaced all coal-fired and nuclear generation resources.**® 

Notably, the Evolving Resource Mix and Reliability Report primarily examined 
reliability in the context of the bulk electric system, not resilience. Resilience, as PJM 
and other entities define it, which is the putative focus of the DOE NOPR, relates to 
preparing for, operating through, and recovering from a high-impact, low-frequency 

PJM began operating as an independent system operator, using the LMP construct, on January 1, 1998. 
See Pennsylvania-New Jersey-MatylandInterconnection, et al, 81 FERC f 61,257 (1997); order on reh’g, 
92 FERC 1161,282 (2000). 

See Evolving Resource Mix and Reliability Report at 1; see also DOE Staff Report at 99. 

Evolving Resource Mix and Reliability Report at 5. 
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event. Resilience means remaining reliable even during those events. PJM believes a 
heavy reliance on one resource type, such as a theoretical resource portfolio composed of 
86 percent natural gas-fired resources, could raise questions about system resilience.'*^ 
Relying too heavily on a single fuel type could negatively impact resilience because of 
the potential for reduced diversity of resource attributes.'*^ In general, a more diverse 
resource portfolio is a more resilient portfolio. PJiVf s resource portfolio is more diverse 
today than ever before, and the PJM region is less dependent on any single fuel type than 
other regions of the country.”*^ 

PJM and its stakeholders regularly examine resilience-related low-probability and 
high-impact events that could cause reliability impacts to the PJM system. For example, 
PJM recently held a stakeholder event on security and resilience,'*'* including cyber and 
physical security, and previously held a stakeholder event on fuel diversity and 
resilience.'*^ Also, PJM has focused particular attention on techniques to identify and 
mitigate natural gas infrastructure vulnerabilities. On October 10, 2017 the PJM 
Operating Committee reviewed information on resilience planning related to gas-electric 
coordination.'*'* To advance resilience, PJM intends to create operating procedures that 


Id. at 5. 

'^^Id at 5-6. 

See Figure 3, above. 

^ See Grid 20/20: Focus on Security & Resilience, PJM Interconnection, L.L.C., 

http://www.pjni.eom/committees-and-groups/stakeholder-meetings/symposiums-forums/grid-2020-focus- 
on-security-and-resilience.aspx (last visited Oct. 23,2017). 

See Grid 20/20: Focus on Resilience (Fuel Mix Diversity & Security), PJM Interconnection, L.L.C., 
http://www.pjm.eom/committees-and-groups/stakeholder-meetings/symposiums-forums/grid-2020-focus- 
on-resilience-part-I-fiiel-mix-diversity-and-security.aspx (last visited Oct. 23,2017). 

See Operationalizing Gas Pipeline Contingencies Normal and Conservative Operations, PJM 
Interconnection, L.L.C., (Oct. 10, 2017), http://wvm.pjm.com/-/media/committees- 

groups/committees/oc/20171010/20171010-item-16-gas-electric-contingencies-update.ashx. 
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will define specific processes to be followed to evaluate the risk on the electric system of 
natural gas infrastructure vulnerabilities, with a clear understanding of natural gas 
infrastructure redundancy including generator dual-fuel capabilities such as on-site liquid 
fuel. Those procedures also will operationalize natural gas pipeline contingencies under 
normal operations and external threat conditions, such as cyber and physical threats. 
Given the early stages of this collaboration, the next steps for PJM and its stakeholders 
include defining metrics for resilience and criteria for evaluating potential mitigating 
actions not limited to generation as was the focus of the DOE NOPR, but, rather also to 
include market changes, operational changes such as reserves, transmission upgrades and 
evolving distributed energy resource technologies and resources. PJM is also highly 
engaged with stakeholders in incorporating resilience as a driver or a factor in the 
transmission planning process with the objective of minimizing or eliminating in some 
cases the criticality of facilities. 

4. The DOE NOPR Provides No Basis for Singling Out RTO Markets, 

Much Less RTOs with Capacity Markets 

The DOE NOPR bemoans the spate of “premature” retirements of coal and 
nuclear generation resources as causing a resilience crisis that demands federal 
government intervention in the form of cost of service subsidies. According to the DOE 
NOPR, this phenomenon appears to occur only in competitive RTO-administered 
markets, which puiportedly favor cheaper, but less fuel-secure, natural gas to the 
detriment of coal and nuclear. The DOE NOPR ties the increased reliance on natural gas 
(and corresponding decreased reliance on coal and nuclear) to an asserted reduction in 
resilience that can be fixed by only reverting these markets from competitive back to cost 
of service rate recovery — but only for such purported fuel-secure generators. 
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The narrowed scope of the DOE NOPR (from when it was originally issued to its 
publication in the Federal Register)'^^ essentially expresses the opinion that States that 
have elected to rely on RTO markets to assure resource adequacy exclusively through 
revenues offered in their energy and capacity markets have made the wrong choice. The 
Federal Power Act creates a collaborative, federal-state scheme of regulation of the 
electricity industry, and expressly reserves to the states control over in-state “facilities 
used for the generation of electric energy,”"^® which includes determining the “[n]eed for 
new power facilities, their economic feasibility, and [retail] rates and services.”'*^ By 
rejecting cost of service regulation in favor of markets — a decision in many cases made at 
the insistence of the predecessor companies that today are demonstrating a kind of 
buyer’s remorse — states have exercised their authority under the FPA’s jurisdictional 
split. The DOE NOPR implies that these States have made dangerous decisions that have 
brought on a resilience crisis caused by markets forcing a “premature” retirement of 
“fuel-secure” resources. The radical response suggested by the DOE NOPR is not merely 
encouragement or some form of directive that affected states reverse course and “re¬ 
regulate” generation under cost of service principles. Instead, the DOE NOPR calls for 
federal ratemaking that would pre-empt state preferences, frustrate state legislative 


Compare Grid Resiliency Pricing Rule, Notice of Proposed Ridemaking, Department of Energy, (Sept. 
28, 2017),https://energy.gov/sites/prod/files/20I7/09/f37/Notice of Proposed Rule 
making.pdf (“The requirements of this rule shall apply to Commission-approved independent system 
operators or regional transmission organizations with a day-ahead and a real-time market or the functional 
equivalent.”), with DOE NOPR at 46,948 (“The requirements of this rule shall apply to Commission- 
approved independent system operators or regional transmission organizations with energy and capacity 
markets and a tariff that contains a day-ahead and a real-time market or the functional equivalent.”). 

16 U.S.C. § 824(b)(1); see Hughes v. Talen Energy Mktg, LLC, 136 S. Ct. 1288, 1292 (2016). 

Pacific Gas & Elec. Co. v. State Energy Resources Conservation and Development Comm'n, 461 U. S. 
190,205 (1983). 
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actions and impose (contrary both to the Federal Power Act and to longstanding 
judicially clarified divisions of federal and state responsibilities as relates to resource 
adequacy) a Washington-based federal solution in lieu of actions individual states might 
take to meet resilience objectives. Accordingly, the DOE NOPR’s singular focus on 
regions with capacity markets (and possibly on PJM in particular) is arbitrary and 
unsupported, which calls into question whether the claimed focus of the rule—i.e., 
resilience—is not a pretext for other objectives, such as supporting certain politically- 
favored resources. 

The DOE NOPR provides no explanation why RTO’s with capacity markets in 
general or PJM’s capacity market specifically are to blame for the so-called resilience 
crisis. In fact, evidence from the DOE’s own data demonstrates that RTOs are no more 
affected than any other region, by resource retirements and changes in the resource mix. 
First, RTO regions do not rely more heavily on natural gas for winter capacity^^ than non- 
RTO regions, as demonstrated by Energy Information Administration data for winter 
2015.^' Indeed, as shown by Figure 3, PJM’s winter capacity mix showed nearly the 


PJM chose to review winter data because the DOE NOPR suggests that the resilience crisis is heightened 
in the winter due to a heavy reliance on natural gas both for power generation and heating fuel. E.g., DOE 
NOPR at 46,942 (“Using these retiring units enabled utilities to meet customer demand during a period 
when already limited natural gas resources were diverted from electricity production to meet residential 
soheating needs. Once retired, however, these units will not be available for the next unseasonably cold 
winter.”). 

’’ The Energy Information Administration’s 2015 Form EIA-860 Data - Schedule 3. 'Generator Data' 
(Operable Units Only') , at columns: Technology, Winter Capacity (MW); and Data - Schedule 2. 'Plant 
Data': Winter Capacity (MW); at columns: Balancing Authority, 

https://www.eia.gov/electricity/data/eia860/, (both retrieved Oct. 16,2017), were the primary source for bar 
charts in Figure 3, supplemented with data from “ NERC Balancing Authorities and Reliability 
Coordinators: ” North American Electric Reliability Corporation; 

http://www nerc.eom/comm/OC/RS%20Landing%20Page%20DL/Related%20Files/B A_B ubble_Map_201 
60427.pdf; http://wwwnerc.com/pa/rrm/TLR/Pages/Reliability-Coordinators.aspx; (Retrieved Oct. 16, 
2017); and “Report on the Capacity. Demand and Reserves (CDR> in the ERCOT Region. 2017-2026 ;” The 
Electric Reliability Council of Texas; at p. 32; Dec. 15, 2016; 
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lowest winter reliance on natural gas and a significantly greater contribution of combined 
coal and nuclear resources to fulfill winter needs than almost all other NERC regions in 
the continental U.S. 


Figure 3. 2015 Winter Capacity Mix: Natural Gas v. Coal & Nuclear Combined 
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As the 2015 winter capacity data demonstrate, among the regions most reliant on 
natural gas were ERGOT, Florida, and the Southern Company areas—all of which 
operate outside of Commission-approved RTOs and without RTO-administered capacity 
markets. PJM’s reliance on gas-fired generation is among the lowest of the regions 
studied. Likewise, PJM’s proportion of coal and nuclear in its winter fuel mix is higher 


http ://w\vw,ercot.coii!i/content(wcin/lists/96607/CapacityDemandandReserveReport-Dec2016 .pdf 

(Retrieved Oct. 16,2017). 
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than any region (except for VACAR, which has had about the same percentage reliance 
on coal and nuclear) further demonstrating that the DOE NOPR’s worry about 
overreliance on natural gas or mass retirements of coal and nuclear are no more 
applicable in PJM specifically or capacity markets generally, than they are in other areas 
of the country. Under the DOE NOPR’s narrow view that “fuel-secure” resources are 
needed to ensure reliability and resilience, the PJM region is more fuel diverse and 
resilient than vast regions without capacity and energy markets, and would remain so 
even if PJM reduced its reliance on coal and nuclear (to, for example, the level 
maintained by the Southern Companies region), or increased its reliance on natural gas 
(to, for example, the level maintained in Florida or ERGOT). 

This comparison underscores that the DOE NOPR’s criteria and scope are either 
arbitrary and irrational or motivated by altogether different objectives than those offered 
as the basis for urgent action. Reliability and resilience are far more complex than the 
mere maintenance of a preferred class of allegedly fuel-secure resources, and the DOE 
NOPR offers nothing to show that there is a greater concern with either reliability or 
resilience in the areas, like PJM, served by capacity and energy markets. 

PJM assessed the probability of generator retirements in PJM versus those in 
“regulated environments” (i.e., areas outside of competitive markets), and found that the 
“probability of the mathematically average generator retiring in PJM is lower than in the 
regulated environment.”^^ The analysis concludes that “[a] statistical examination of 
retirement data in PJM compared to regulated environments refutes any assertion that 


“ PJM 2016 Resource Investment Whitepaper at 32. 
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PJM markets are prematurely retiring economically viable generation.”*^ Regarding the 

changing resource mix, PJM has explained, 

[t]he electricity resource mix has shifted throughout PJM’s history, 
and the PJM system has proven reliable in the face of change. 

Adequacy and security are two key aspects of reliability. The PJM 
planning process and capacity market maintain resource adequacy by 
ensuring sufficient resources to meet demand under extreme 
conditions.*'* 

Indeed, the performance of the PJM system in response to incredibly taxing events like 
the 2014 Polar Vortex demonstrate the reliability and resilience of the system created by 
effective transmission planning and development and the energy and capacity markets. 
The DOE NOPR’s singular focus on capacity markets, therefore, is unjustified. 

PJM and other markets also are adaptable to changes that impact reliability or 
resilience. The Polar Vortex presents a compelling example. Despite serving customers 
reliably throughout the Polar Vortex, in response to the level of forced generation outages 
and performance failures, PJM and other regions set about to study the underlying causes 
and provide solutions. PJM determined that primary operational challenges presented by 
events such as the Polar Vortex could be mitigated if generation suppliers made 
investments in weatherization or increased operations budgets.** PJM’s “Capacity 
Performance” reforms adopted market solutions to the generation challenges wrought by 
events like the Polar Vortex by: (1) incentivizing better performance by paying 
generators for performance and allowing recovery of investments to enhance operational 


” Id. at ii. 

Evolving Resource Mix and Reliability Report at 8. 

Reforms to the Reliability Pricing Market (“RPM”) and Related Rules in the PJM Open Access 
Transmission Tariff ("Tariff’) and Reliability Assurance Agreement Among Load Serving Entities 
(“RAA”) of PJM Interconnection, L.L.C., Docket No. ER15-623-000, at 19 (Dec. 12, 2012). 
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reliability (e.g., firming fuel supply, investing in dual-fuel capability, increased staffing, 
capital investments for better operational flexibility, and cold-weather testing on alternate 
fuels); and (2) discouraging poor perfonuance by imposing a strong monetary penalty 
(with limited exceptions).^^ Other regions affected by the Polar Vortex undertook similar 
market-oriented reforms in response.The DOE NOPR fails to mention or consider the 
import of these reforms and the ability of the organized markets to address emerging 
needs effectively through market-based mechanisms in line with the Commission’s long¬ 
standing policy of promoting competition, as opposed to the regression to cost of service 
ratemaking proposed in the DOE NOPR. 

Moreover, the DOE NOPR flatly ignores the many tools and benefits that RTOs 
and their markets provide to promote resilience and reliability in the face of extreme 
events. RTOs possess dispatch control over extensive resources within their regions, 
cohesively manage transmission system reliability over large regions to ensure the 
delivery of those resources, provide reliability coordination and other services over a vast 
transmission system, optimize operating and other reserves over a wider area, and 
develop mechanisms such as day-ahead energy and capacity markets to ensure sufficient 
capacity prior to real-time. The shortsightedness of the DOE NOPR in failing to 
recognize these benefits suggests that reliability and resilience may not be the underlying 
goals of the DOE NOPR’s proposal. 

See PJM Interconnection, LLC, 151 FERC 1(61,208, at P 9 (2015), order on reh'g, 155 FERC 
K 61,157, at P 26 (2016), aff’d sub nom. Advanced Energy Mgmt. All. v. FERC, 860 F,3d 656, 670 (D.C. 
Cir. 2017); ISO New England Inc., 147 FERC 161,172 (2014), reh 'g denied, 153 FERC K 61,223 (2015), 
appeal pending sub nom. New England Power Generators Ass’n v. FERC, No. 16-1023 (D.C. Cir. Jan. 19, 
2016). 

See ISO New England, Inc., 149 FERC K 61,009, at P 17 (2014). 
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PJM’s experience and analysis demonstrates that the DOE NOPR’s focus on 
competitive capacity markets as the root of any perceived resilience problem is 
misplaced. The DOE NOPR provides no justification for undermining competitive 
markets in regions that have adopted robust capacity markets, while assuming that there 
is no similar problem outside of such markets. 

B. The DOE NOPR Fundamentally Undermines Competitive Markets. 
The DOE NOPR is a direct assault on competitive markets that the Commission 
and RTOs have spent years building and refining. By subsidizing one category of 
resources with full cost of service rate recovery, the DOE NOPR provides an 
anticompetitive advantage that will lead to uneconomic outcomes in the market. The 
Commission should decline to adopt the DOE NOPR as contrary to Commission and 
Congressional policy, and not reverse course on decades of promoting greater 
competition in the energy industry. 

As the Commission is aware, RTO markets like PJM’s are single-clearing price 

auctions in which the RTO clears the total amount of generation needed to serve load 

reliably at the clearing price that is expected to represent the marginal cost of supply. 

The Commission has endorsed the concept of single-clearing price markets as being 

superior to cost of seiwice ratemaking: 

Such competitive market meehanisms provide important economic 
advantages to electricity customers in comparison with cost of service 
regulation. For example, a competitive market with a single, market¬ 
clearing priee ereates incentives for sellers to minimize their costs, 
because cost-reductions increase a seller’s profits. And when many sellers 
work to minimize their costs, competition among them keeps prices as low 
as possible. While an efficient seller may, at times, receive revenues that 
are above its average total costs, the revenues to an inefficient seller may 
be below its average total costs and it may be driven out of business. This 
market result benefits customers, because over time it results in an 
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industry with more efficient sellers and lower prices. By contrast, sellers 
have far weaker incentives to minimize costs under cost-of-service, 
because regulation forces a seller to reduce its prices when the seller 
reduces its cost. 

Subsidizing certain categories of generators to prevent them from retiring 
fundamentally undermines the competitive market structure and displaces least cost, 
more efficient resources that would otherwise clear the market. Guaranteeing full cost of 
sei-vice recovery to certain resources permits those often higher-cost resources to offer 
into the market at artificially-low prices in order to guarantee that they will clear the 
market, knowing that they will be made whole by the subsidy. The effect is to crowd out 
lower cost, most efficient resources from clearing the market. Subsidies also drive down 
clearing prices, which provides a disincentive to invest in newer generation and new 
technologies, leaving in place aging, less efficient generation resources, while at the same 
time encouraging early retirement of lower cost, more efficient generators that cannot 
compete on price with subsidized generators. In short, providing full cost of service rate 
recovery to favored resources severely distorts market prices and investment signals, 
significantly degrading competitive markets, and leaves in place uneconomic, aging 
assets that would be forced into retirement but for the subsidy. 

C. The DOE NOPR’s Many Legal Infirmities Preclude Its Adoption. 

The doe’s NOPR offers no defensible legal rationale for its proposal. In fact, the 
proposal simply cannot be reconciled with the Federal Power Act or with the policies 
Congress has embedded in the statute. 

1. The DOE NOPR Contradicts Congressionally Endorsed Reliance On 
Competitive Wholesale Electricity Markets. 

PJMInterconnection, L.L.C., 117 FERC 1[ 61,331, at P 141 (2006). 
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Commencing with its Order No. 888/^ the Commission has required open access 
transmission and has encouraged the ongoing development of wholesale power markets, 
including the organized, regional markets administered by ISOs and RTOs. The 
overriding puipose of these efforts has been pursuit of Congress’s ^‘goals of creating 
more competitive bulk power markets and lower rates for consumers.Indeed, the 
Energy Policy Act of 2005, in the Commission’s view, embodies a national policy “to 
foster competition in wholesale electric power markets”^^ and “affirmed a commitment to 
competition in wholesale natural gas and electricity markets as national policy.”^^ 


The DOE NOPR openly and irreconcilably conflicts with this national policy 
objective. The DOE’s proposal is targeted specifically at Commission-approved RTOs 
and ISOs with capacity and energy markets.^^ If adopted, the proposed rule would 


Promoting Wholesale Competiiion Through Open Access Non-Discriminato}y Transmission Services by 
Public Utilities; Recovery ofSti anded Costs by Public Utilities and Transmitting Utilities, Order No. 888, 
1991-1996 FERC Stats. & Regs., Regs. Preambles ^31,036 (1996), order on reh'g, Order No. 888-A, 
1996-2000 FERC Stats. & Regs., Regs, Preambles H 31,048, order on reh% Order No. 888-B, 81 FERC 
^ 61,248 (1997), reh'g denied. Order No. 888-C, 82 FERC ^ 61,046 (1998), ajf'd in part cfi: remanded in 
part sub nom. Transmission Access Policy Study Group v. FERC, 225 F.3d 667 (D.C, Cir. 2000), aff^d sub 
nom. New Yorkv. FERC, 535 U.S. 1 (2002), 

Order No. 888 at 31,673; see also id. at 31,644 (stating a “goal of the Energy Policy Act [of 1992] was to 
promote greater competition in bulk power markets”); 31,683 (stating no-action alternative would be 
“counter to the direction from the Congress in the Energy Policy Act and the needs of the marketplace and 
electricity consumers”). 

Wholesale Competition in Regions with Organized Electric Markets, Order No. 719, 2008—2013 FERC 
Stats. & Regs., Regs. Preambles H 31,281 at P 1 (2008), as amended, 126 FERC ^ 61,261, order on reh'g, 
Order No. 719-A, 2008-2013 FERC Stats. & Regs., Regs, Preambles ^ 31,292, reh'g denied. Order No. 
719-B, 129 FERC H 61,252 (2009). See also Order No. 719-A at P 122 (in the Energy Policy Act of 2005, 
Congress ratified the “Commission’s policy ... to promote competition in wholesale electric power 
markets”). 

Transparency Provisions of Section 23 of the Natural Gas Act, Notice of Proposed Rulemaking, FERC 
Stats. & Regs. H 32,614, at P 11 (2007). 

DOE NOPR, 82 Fed. Reg. at 46,948 (proposed amended version of 18 C.F.R. § 35.28(g)(10)(ii)). The 
DOE’s proposed regulatoiy language is not entirely clear. The quoted provision would state that “[t]he 
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require each affected ISO/RTO to create and collect cost of service rates for each 
“eligible resource” under the new rule. Coal-fired and nuclear generators comprise just 
over fifty percent of all currently installed generation capacity in the PJM region, 
meaning that the DOE NOPR proposal, if adopted would remove half of all the capacity 
in the PJM region from the discipline of competitive market forces. This outcome is 
clearly incompatible with “the Congressional mandate in the Energy Policy Act of 1992 
to encourage competition in electricity markets,”^^ The DOE NOPR nevertheless does 
not even attempt to reconcile its proposed regulatory retrenchment with clear 
Congressional and Commission policy preference for competitive markets as reflected in 
the Energy Policy Acts of 1992 and 2005. This reason alone justifies rejection of the 
doe’s proposal. 


requirements of this rule shall apply” only to the indicated subset of ISOs/RTOs. However, the ensuing 
proposed subsection would state that “[e]ach Commission-approved [ISO and RTO] shall establish a tariff’ 
that incorporates the rule’s proposed cost-plus pricing guaranty for “eligible grid reliability and resiliency 
resources” as the proposed rule defines them. Id. (proposed amended version of 18 C.F.R. 
§ 35.28(g)(10)(iii)). For present purposes, PJM interprets “this rule” in proposed subparagraph (g)(10)(ii) to 
refer to the proposed regulatory language as a whole, and thus to mean that the DOE intends the new rule to 
apply only in the subset of regions meeting that subparagraph’s criteria. Should PJM be mistaken about the 
true scope of the proposal, it reserves its right to assert any objections that it may have to the proposal in its 
full, intended scope, regardless of whether such objections may be additional to or different from those 
articulated in these comments. 

^ See supra note 4. 

“OrderNo. 888-Aat30,183. 
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2. The doe’s Proposal To Guarantee Eligible Resources’ Recovery Of 
All Costs Plus A Return Is Contrary To Law. 

The United States Supreme Court has stated that “regulation does not assui-e that 
the regulated business make a profit.”^^ The Court later added that “[t]he due process 
clause ... has not and cannot be applied to insure values or to restore values that have 
been lost by the operation of economic forces.”^^ The DOE NOPR, in contrast, would 
require “pricing to ensure that each eligible resource ... recovers its fully allocated costs 
and a fair return on equity even though the DOE Staff Report acknowledges that 
displacement of coal-fired and nuclear generation is due in large measure to the 
persistently low price of natural gas—i.e., the very “economic forces” from which 
regulation under the FPA does not protect regulated public utilities.^^ Moreover, the 
DOE NOPR's generic mandate of cost recovery improperly ignores the well-established 
rights of states and wholesale customers to challenge the prudence of particular utility 
costs. 


As written, therefore, the DOE NOPR would require the Commission to direct the 
targeted ISOs/RTOs to provide eligible resources with exactly the kind of assurances of 


Mkt. St. Ry. Co. v. R.R. Comm’n, 324 U.S. 548, 566 (1945) (citing FPC v. Hope Nat. Gas Co., 320 U.S. 
591,603 (1944) (“Hope”)). Accord FPC v. Nat. Gas Pipeline Ca, 315 U.S. 575, 590 (1942) (“[R]egulation 
does not insure that the business shall produce net revenues ....”). 

Mkt. St. Ry. Co. at 567. 

DOE NOPR at 46,948 (proposed revised text of 18 C.F.R. § 35.28(g)(10)(iii)(B)) (emphasis added). 
Eliminating all doubt that this language would guaranty cost recovery plus a profit for each eligible 
resource, the proposal goes on to clarify that “[c]ompensable costs shall include, but not be limited to, 
operating and fuel expenses, costs of capital and debt, and a fair return on equity and investment.” Id. 
(proposed revised text of 18 C.F.R. § 35.28(g)(10)(iv)) (emphasis added). 

Mkt. St. Ry. Co. at 567; see also Associated Gas Distribs. v. FERC, 824 F.2d 981, 1001 (D.C. Cir. 1987) 
CAGD”) (observing the Supreme Court’s rulings that “the due process clause affords no protection from 
losses inflicted by market conditions” (citing Hope, 320 U.S. 591; Mkt. St. Ry. Co., 324 U.S. 548)). 
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profit and protection from market forces to which the Supreme Court long ago held 
regulated entities are not entitled. Accordingly, the Commission cannot lawfully adopt 
the doe’s proposal. 

3. The DOE NOPR Proposes An Unlawful, Arbitrary and Undue 
Preference For Eligible Resources. 

Like the companion Natural Gas Act, the Federal Power Act “fairly bristles with 
concern for undue discrimination.”™ While not all discrimination is prohibited,’^ 
discrimination must be “undue” which occws “when the classes are not similarly 
situated.”” Courts will accept disparate treatment “if FERC offers a valid reason for the 
disparity.”” 

The DOE NOPR is unduly discriminatory and, therefore, unlawful in at least two 
critical respects. First, it offers no sound basis for the preferential pricing it proposes for 
eligible resources. Second, it explains no rationale for creating a new pricing regime for 
eligible resources to apply only in ISO/RTO regions that have capacity and energy 
markets, while leaving unchanged the jurisdictional rates of all generators (including 


''°AGD, 981F.2dat998. 

’’ BP Energy Co. v. FERC, 828 F.3d 959, 967 (D.C. Cir. 2016) (“No undue discrimination exists where 
there is ‘a rational basis for treating [two entities] differently’ and such differential treatment is ‘based on 
relevant, significant facts which are explained .’’(alteration in original) (quoting "Complex" Consol. Edison 
Co. ofN.Y., Inc. V. FERC, 165 F.3d 992, 1012-13 (D.C. Cir. 1999)). 

PJMInterconnection, L.L.C, 137 FERC 161,145, at P 109 (2011). 

” Black Oak Energy, LLC v. FERC, 725 F.3d 230, 239 (D.C. Cir. 2013) (alteration in original) (internal 
quotation omitted) (citation omitted). See also Ark Eke. Energy Consumers v. FERC, 290 F.3d 362, 367 
(D.C. Cir. 2002) (“A rate is not ‘unduly’ preferential or ‘unreasonably’ discriminatory if the utility can 
justify the disparate effect.” (quoting Metro Edison Co. v. FERC, 595 F.2d 851, 857 (D.C. Cir. 1979)); 
Elec. Consumers Res. Council v. FERC, 747 F.2d 1511,1515 (D.C. Cir. 1984) (same). 
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those that otherwise might qualify as eligible resources if located in a targeted ISO/RTO 
footprint) in all other regions of the nation. 

The courts have recognized that it may be reasonable for the Commission to draw 
distinctions between types or classes of resources for some purposes. PJM’s minimum 
offer price rule^'* and Capacity Performance^^ reforms provide two such examples, which 
underscore the DOE NOPR’s critical omission: Unlike the DOE NOPR, in adopting the 
PJM rules, the Commission provided a sound rationale, supported by substantial 
evidence, for distinguishing between certain types of resources. 

Critically, in support of its proposal, the DOE cites not a single incident or event 
when the on-site availability of 90 days’ fuel supply was or would have been the 
difference in maintaining reliable electric service in any of the targeted ISO/RTO regions 
(or anywhere else). Indeed, the DOE NOPR fails to connect its proposed 90-day on-site 
fuel supply criterion with prevention or mitigation of any outage or other reliability issue 
in any targeted market at any time. Likewise, the DOE fails to articulate why the 
problem only exists in RTOs and ISOs with capacity markets. 


” The Commission approved applying PJM’s minimum offer price rule to natural gas-fueled generators, 
but not to intermittent renewable resources like wind and solar generation. See supra note 72, PJM 
Interconnection, L.L.C., 113 FERC K 61,145 at PP 109-1 i 1, aff’dsub now. N.J. Bd of Pub. Utils, v. FERC, 
744 F.3d 74 {3d Cir. 2014). 

” The Commission and the courts accepted PJM’s “Capacity Performance” reforms, which limited 
participation in the PJM capacity market to resources that are capable of providing energy or reducing 
demand on a year-round basis. See supra note 56. 

See supra Section 1I.A.4. 
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Because the DOE NOPR fails to articulate any rational connection between the 
facts it marshals, the problem it identifies, and the solution it seeks to inflict, the 
Commission cannot lawfully adopt it7’ 

4. The Commission’s Comment Deadlines Do Not Provide The 
Meaningful Opportunity To Comment Required By The Administrative 
Procedure Act. 

Section 553(c) of the Administrative Procedure Act requires an ageney, after 

publishing notice of a proposed rule, to “give interested persons an opportunity to 

participate in the rule making through submission of written data, views, or arguments.”’® 

The purposes of these procedural requirements are to “assure[] fairness and mature 

consideration of rules having a substantial impact on those regulated,”’^ and to “educate[] 

the agency, thereby helping to ensure informed agency decisionmaking.”®*^ These 
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objectives dictate that an agency must provide a “meaningful opportunity” to comment. 
Therefore, according to the drafters of the Act, matters “of great importance, or those 


Motor Vehicle Mfrs, Ass'n v. State Farm Mat Auto. Ins. Co.^ 463 U.S, 29, 43 (1983) (stating that an 
agency must articulate ‘‘a National’ connection between the facts found and the choice made’” (quoting 
Burlington Truck Lines v. United States^ 371 U.S. 156, 168 (1962))). 

5 U.S.C. § 553(c). 

^^Pennzoil Co. v. FERC, 645 F.2d 360, 371 (5"^ Cir. 1971). 

Chocolate Mfrs. Ass'n v. Block, 755 F.2d 1098, 1103 {4th Cir, 1985); see also Natl Tour Brokers Ass'n 
V. United States, 591 F.2d 896, 902 (D.C. Cir. 1978) (explaining that the purpose of the notice-and- 
comment procedure is “to allow the agency to benefit from the experience and input of the parties who file 
comments ... and ... to see to it that the agency maintains a flexible and open-minded attitude towards its 
own rules.”); N.C. Growers* Ass* n, Inc. v. United Farm Workers, 702 F.3d 755, 763 (4th Cir. 2012) (“The 
important purposes of this notice and comment procedure cannot be overstated. The agency benefits from 
the experience and input of comments by the public, which help ‘ensure informed agency 
decisionmaking,’” {quoting Spartan Radiocasting Co. v. FCC, 619 F.2d 314, 321 (4th Cir. 1980)). 

Prometheus Radio Project v. FCC, 652 F,3d 431, 450 (3d Cir. 2011) (quoting Rural Cellular Ass*n v. 
FCC, 588 F.3d 1095, 1101 (D.C. Cir. 2009)). 
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where the public submission of facts will be either useful to the agency or a protection to 
the public, should naturally be accorded more elaborate public procedures.” 

The DOE proposes nothing less than for the Commission to reverse two decades 
of resolute reliance on market forces to ensure just and reasonable wholesale prices for 
electricity —a bedrock policy which, as the Commission has observed on a variety of 
occasions. Congress first encouraged and later ratified. The Commission’s own staff has 
published an extensive (though certainly not billed as exhaustive) list of questions and 
issues that the DOE NOPR presents, but does not address.*^ Nevertheless, interested 
parties were given a mere 13 days to comment after the DOE NOPR was published in the 
Federal Register. 

The courts strictly enforce the APA’s procedural steps, and a comment period of 
“exceedingly short duration” will support a finding that an agency has failed to offer the 
public a meaningful opportunity to comment on a proposed rule.*'* The “instances 
actually warranting” a comment period as brief as the Commission is permitting here 
“will be rare,” and “are generally characterized by the presence of exigent circumstances 
in which agency action [is] required in a mere matter of days.”*^ When considered in the 
light of the import, scope, and potential costs to consumers of the DOE’s proposal, the 
DOE NOPR fails utterly to justify the extremely expedited schedule the Commission has 

Administrative Procedure Act: Legislative History, S. Doc. No. 79-248, at 259 (2d Sess. 1946); Charles 
H. Koch Jr., 1 Administrative Law and Practice 329-30 (2010 ed.). 

Grid Reliability and Resilience Pricing, Letter Requesting Information, Docket No. RM18-1-000 (Oct. 
4,2017). 

N.C. GrowersAss’n, Inc., 755 F.2d at 763, 770. 

N.C. GrowersAss'n, Inc., 755 F.2d at 770 (citations omitted). 
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established, resulting in a procedural schedule that plainly falls short of the APA’s 
minimum requirements. 


III. ALTHOUGH THE LACK OF BASIS FOR THE DOE NOPR AND THE 

ILLEGAL REFORMS IT PROPOSES SUPPORT NOT IMPLEMENTING 
THE PROPOSAL, PJM BELIEVES THE AUGUST DOE REPORT 
APPROPRIATELY HIGHLIGHTED A PROBLEM PJM IS FACING 
WITH PRICE FORMATION THAT SHOULD BE ADDRESSED 
THROUGH REFORMS TO BE SUBMITTED TO THE COMMISISON 
WITHIN A COMMISSION-DIRECTED TIME FRAME 

A. The Need for Targeted Consideration of This Change in the PJM Region 
PJM notes at the outset that the DOE NOPR itself has directed its reforms solely 
to regions with energy and capacity markets. Further, given its focus on coal and nuclear 
units, it is clear that the region to which the DOE most directs its remedy is the PJM 
Region since the PJM Region has an abundance of coal and nuclear units still in 
service.*'^ Thus, the DOE has already ‘carved out’ the PJM region for special recognition 
by the Commission. Although PJM disputes the rationale supporting the DOE’s NOPR, 
the DOE’s recognition of the need for targeted action in PJM is one with which PJM 
concurs. 


1. PJM has Observed and Adapted to Significant Market Changes in 
Recent Years. 

PJM’s markets are resource agnostic, and have evolved over the years to include a 
variety of resource types including coal, natural gas steam, natural gas combustion 
turbine, oil steam, oil combustion turbine, nuclear, solar, wind, hydroelectric, 
battery/storage, and demand response. In recent years, the industry has experienced a 
significant fuel and technology shift to natural gas and renewable resources, prompted by 

** See supra Figure 3. 
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low-cost shale gas, the efficiency improvements of combined-cycle gas turbines, and the 
improving economics of renewable energy driven in part by government incentives. 
Between 2010 and 2016, coal resources comprised 79 percent of the capacity retired in 
PJM,*’ and natural gas and renewable resources comprised 87 percent of the new 
capacity in PJM.** By 2016, PJM’s installed capacity consisted of 33 percent coal, 33 

89 

percent natural gas, 18 pereent nuclear, and 6 percent renewables (including hydro). 

PJM points out the following signs that the cunent environment is an opportune 
time to examine whether prices in the PJM energy market are formed as efficiently as 
possible. First, the competitive economics of combined-cycle gas turbines, assisted by 
low-cost shale gas and increasing renewables with zero fuel costs, has led to steadily 
flattening supply curves (Figure 4). The impact of this trend is particularly strong from 
120,000 megawatts to 150,000 megawatts of load, the range in which peak load levels 
typically occur in the summer and winter. As Figure 4 shows, in 2015 and 2016 the 
supply curve remained relatively flat throughout this range, never reaching the point at 
which supply prices begin to increase significantly. 


See Generation Activation Stimmaiy Sheets, PJM Interconnection, L.L.C., 
http://www.pjm.com/planning/generation-deactivation/gd-summaries.aspx (last visited Oct. 23,2017). 

See PJM Generation Queues: Active (ISA, WMPA, etc.), PJM Interconnection, L.L.C. (Oct. 22, 2017, 
11:35 a.m.), http://www.pjm.coni/planning/generation-interconnection/generation-queue-active.aspx. 

Queue project megawatts are based on “MW placed in service” with Status Codes of IS, UC-ISP, or 
Active-ISP, and represent the new generation capability added to the system. Actual capacity 
interconnection rights may be lower based on limitations for certain fuel types or rights as specified in 
individual interconnection agreements. 

See PJM Interconnection, L.L.C., http://www.pjm.com/~/media/markets-ops/ops-analysis/capacity-by- 
fuel-type-2016.ashx (last visited Oct. 23,2017). 
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Figure 4. Average Supply Curves (2010,2011,2015, and 2016) 



Also, as energy market revenues in PJM have declined, capacity market revenues 


have played a more significant role in generators’ total revenues. (Figure 5).^® 
Figure 5. Revenue Segments 



^“Revenues from the energy and capacity markets were 74.3 percent and 22.9 percent, respectively, of the 
total generation revenue in 2015, and 71.1 percent and 26.6 percent, respectively, in 2016. The total 
payments for ancillary services represent 2.8 percent of the total generation revenue in 2015 and 2.3 
percent in 2016. 
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To the extent that these phenomena are strictly the result of supply and demand 
fundamentals, there would be no problem to be resolved. However, upon observance of 
these trends, PJM has endeavored to research whether energy market prices are 
accurately reflecting the value of the resources being utilized to maintain system 
reliability, both from the standpoint of meeting system demand as well as providing the 
flexibility the system operator needs to meet constantly changing conditions. Improved 
price formation will result in a better, more transparent reflection of the marginal 
resources on the system as well as create incentives for units to follow dispatch 
instructions and to make their units more flexible to respond to changing load demands. 

In general, improved price formation, as discussed more fully below, may help to ensure 
an appropriate mix of resources that can meet future grid demands and have clear 
incentives to follow dispatch instructions. 

2. The Problems PJM is Experiencing as a Result of Such Changes 
can be Addressed through Price Formation Reforms in PJM. 

In the case of the need for price formation reforms, the Commission should note 
the following characteristics which identify the PJM region as eligible for prompt remedy 
of the particular price formation problem noted above. 

For instance, in light of the reforms to PJM’s capacity market in moving to the 
Capacity Performance construct, reliability pricing has supplemented energy pricing to 
help attract efficient resource investment to meet the resource adequacy needs. However, 
beyond the aggregate resource attributes such as maximum economic generation and 
forced outage rate, the capacity market is not intended to reward flexibility attributes such 
as short starting time, short minimum running time, low minimum economic generation 
and fast ramping rate that are essential to efficiently meet operational needs. 
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As the availability of an appropriate mix of these flexibility attributes is essential 
for reliable system operation, the value of flexibility should be appropriately reflected in 
energy and reserve market pricing to incent the attributes needed to maintain system 
reliability efficiently. Going forward, this is particularly important because of, among 
other things, the anticipated continuing increase in distributed, intermittent resources and 
demand response coming on to the PJM system. 

PJM believes that price formation reforms in PJM should ensure that efficient 
commitment and dispatch solutions are supported by efficient prices and settlement with 
reduced uplift and improved incentives are accomplished in ways that will be more 
consistent with several other ISOs/RTOs, including its neighbors MISO and NYISO that 
have adopted energy pricing enhancements previously and will lessen the seams issue. 

Another characteristic of PJM which identifies the PJM region as eligible for 
prompt remedy is that, as PJM noted in its comments in response to the Commission’s 
Fast Start Pricing NOPR,^’ PJM has not yet adopted the level of reforms as other regions 
with respect to fast-start pricing. Other regions have already experienced the benefit of 
more flexible pricing methods whereas PJM has yet to make similar enhancements. 
Additionally, given the demographics of PJM’s fleet such as the significant penetration of 
relatively large combined cycle natural gas units, PJM feels that an expansion is 
necessary to fully address price formation in PJM. Simply, PJM does not have many 


See Fast-Start Pricing in Markets Operated by Regional Transmission Organizations and Independent 
System Operators, Notice of Proposed Rulemaking, at P 54 (2016) (“Fast Start Pricing NOPR”). 
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units that meet the FERC definition of “fast-start” and therefore PJM needs a broader 

• ♦ 92 

approach that allows for regional differences. 


PJM believes that the confluence of the conditions described above drives the 

need for a reform to certain aspects of price formation in the PJM region. The goal is to 

ensure price signals that foster efficient resource-investment decisions and enable 

participation of demand response (both energy and reserves), variable energy resources, 

and distributed energy resources. Efficient energy and reserve price formation, under 

both shortage and non-shortage conditions, would more accurately and transparently 

value all of the resources on the system that are needed to reliably serve load. Enhancing 

energy market price formation represents a beneficial and essential first step. PJM has 

explained its conceptual proposal to address price formation to Dr. William Hogan, 

Ph.D., described below. In a letter to PJM, Dr. Hogan expressed his concurrence stating: 

PJM staff is proposing to reform the existing pricing model in order to 
ensure that the cost of serving load is reflected in LMP to the fullest 
extent possible, uplift is reduced and incentives are maintained. This 
follows the principles of sound market design. Enhanced energy 
market price signals will strengthen performance incentives in PJM’s 
markets and is complementary to other reforms being considered by 
PJM. Given my knowledge of the PJM resource profile, this reform 
would be an appropriate step forward in price formation for the PJM 
region.^^ 


While enhancements to the LMP calculation in these other ISOs/RTOs have 
focused on fast-start resources, PJM believes it needs to enhance price formation as it 


PJM Interconnection, L.L.C. Comments to Notice of Proposed Rulemaking, Docket No. RM17-3-000, at 
4 (Feb. 28, 2017). 

Letter to Mr. Stu Bresler, Sr. Vice President Operations & Markets, PJM Interconnection, L.L.C. from 
William W. Hogan, RE: PJM Price Formation, October 23,2017, included as Appendix B. 


41 




20171023-5598 FERC PDF (Unofficial) 10/23/2017 4:50:45 PM 


relates to all resource types. PJM’s resource mix is different than other regions. In 
particular, natural gas resources in PJM are not limited to fast-start combustion turbines, 
but rather are represented by significant quantities of larger, combined cycle units. These 
resources are competing directly with other resource types, and it therefore does not make 
sense to limit the price-setting contribution discussed here to only the fast-start class of 
units, but rather to enhance price formation such that it is neutral to fuel source or 
resource class such that all units have the opportunity to compete comparably. 

Identification of the need for price formation reforms will not create new seams 
issues between PJM and its neighbors. For one, MISO and PJM already depart fi-om how 
prices are formed with MISO utilizing its ELMP method. By the same token. New York 
does currently employs a hybrid-pricing methodology that appropriately allows inflexible 
resources to set prices in their region when needed. These differences in pricing practices 
have not inhibited efficient coordination on the seams and have not resulted in any 
reliability concerns. Further, neither of those regional changes have inhibited the free 
flow of energy across the various borders PJM has with its neighbors. The RTOs have 
worked hard to address those seams issues over the years. The mere existence of 
different pricing regimes is already inherent in the Commission’s deference to regional 
solutions. To now use this as a sword to thwart an individual region’s initiatives will 
drive the nation to a ‘lowest common denominator’ solution which serves no region well 
in the long run. 
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B. PJM is Setting Forth a Framework for Price Formation Reforms Needed 
in the PJM Region in the Near Term. 

PJM describes herein price formation reforms it is considering to address the 
problems identified above in the near term. The framework below explains the issue in 
terms of convexity and non-convexity, in recognition of a technical condition that is 
essential to addressing the concerns raised with inflexibility. In basic terms, PJM finds 
itself increasingly in a state of non-convexity which in turn requires payments be made to 
resources outside of LMP through make whole payments which in turn has led to 
increased uplift, reducing incentives for flexibility. PJM proposes a way in which such 
uplift can be minimized. 

1. Marginal Cost Pricing and the Convex Condition 
Fundamentally, energy price fonnation is built on the foundation of marginal cost 
pricing. Marginal cost pricing means that the price is set equal to the incremental cost to 
produce the last unit of output or, equivalently, the potential increase in system cost if the 
last-cleared competitive unit were unavailable to serve the demand. In principle, 
marginal cost pricing enables full cost recovery in competitive markets under the “convex 
condition.” The convex condition means that the incremental cost of production rises 
when a generating unit’s output increases, and declines when a generating unit’s output 
decreases. Under the convex condition, the last-cleared unit is always the highest- 
ranking unit in the merit order with the highest cost. The optimal strategy under the 
convex condition is for each generating unit to bid its true costs and physical 
characteristics. 
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An inflexible generating unit with a minimum operational limit fails the convex 
condition because when the output decreases below the minimum operational limit, the 
cost rises, making it uneconomical to run the unit in that range.^** Under non-convex 
conditions, producers may incur losses if the price is set at marginal cost. 
Fundamentally, in the presence of non-convexity, there are no market prices that can 
support competitive market solutions without requiring additional payments through, for 
example, make whole payments and resulting uplift mechanisms. In wholesale electricity 
markets with LMP, two different LMP pricing methods have been used to support 
competitive market solutions under the condition of non-convexity: the restricted LMP 
method and the extended LMP method. 

a. Current LMP Method 

The cunent LMP method was chosen for the initial implementation of the PJM 
energy market primarily because of its simplicity. The current LMP method ignores the 
presence of non-convexity in its price-setting logic and assumes that certain units, or 
certain output ranges of units, are ineligible to set price when they fail the convex 
condition. It employs a single security-constrained economic dispatch (“SCED”) model 
for both dispatch and pricing purposes. In the SCED model, only flexible units are 
eligible to set price, and the costs for inflexible units are excluded in the pricing run, 
calculating the marginal system costs and determining the market clearing prices.^^ 

In electricity markets, non-convexity also arises for other technical reasons, such as fixed start-up/no- 
load costs, economies of scale and inflexibilities such as minimum-generation or block-loading 
requirements. 

FERC recently sought to address the ability of inflexible fast-start units in the Fast-Start Pricing NOPR. 
FERC’s proposal would require the dispatch and pricing of the system to be done separately so that 
inflexible fast-start units could be made flexible in order to set prices. FERC’s proposal also sought to 
include staiiup and no load for these resources in pricing. 


44 



20171023-5598 FERC PDF (Unofficial) 10/23/2017 4:50:45 PM 


As a result, there have always been circumstances where prices could fail to 
reflect all elements relevant to sending the right market signals. Specifically, when 
certain inflexible units are required to serve load but ineligible to set price, and the 
current LMP method inappropriately lowers energy prices, an uplift payment to the 
inflexible units is required in order to ensure that their costs are fully recovered. These 
uplift payments are detrimental to the overall operation of the market because market 
participants that must pay these costs are unable to predict or hedge against them. 

Significant effort has been invested in minimizing these uplift costs over time, 
including putting limitations on the physical parameters that generating units may submit 
as part of their offers into the market. However, efficient dispatch processes can only 
minimize the resulting uplift so much. PJM has been required to create rules to limit 
physical pai'ameters over the years due to the incentives created by the uplift payments. 
Currently, resource operators have the incentive to make units as inflexible as possible 
while still being committed by PJM in order to maximize the uplift payments they can 
collect. 

b. Extended LMP Method 

PJM is actively exploring a transition to the extended LMP metliod. In the 
extended LMP method, the conditions that cause non-convexities are relaxed in a pricing 
run executed separately from the dispatch run in a procedure known as convex relaxation. 
A dispatched inflexible unit needed to serve load would be treated like a flexible unit and 
be allowed to set price. Prices that reflect the incremental costs of the most expensive 

For a description of the extended LMP method, see Gribik, P. R., W. W. Hogan, and S. L. Pope, Market- 
Clearing Electricity Prices and Energy Uplift, John F. Kennedy School of Government, Harvard University 
(2007), 
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units needed to serve load benefit supply resources with lower costs, making offers from 
flexible or inflexible units competitive. As a beneficial result, the extended LMP method 
effectively rewards flexibility, reducing reliance on the uplift payments with improved 
price signals that incent resource performance in market operations. These incentives 
will be necessary in the future, as the PJM system continues to experience further 
penetration of intermittent resources. 

A defining characteristic of the extended LMP method is that it bifurcates the 
SCED model into two separate runs: the dispatch run and the pricing nm.^’ This 
bifurcation already occurs in regions such as MISO, ISONE, and NYISO who all have a 
sophisticated procedures for fast-start pricing. In the method PJM is investigating, the 
dispatch run is the same as in the current LMP method and the pricing run is a convex 
relaxation of the SCED dispatch run. In the pricing run, the inflexible generation units 
compete with the flexible units and are eligible to set the energy price when they are 
needed to meet the demand or control transmission constraints. With appropriately 
designed uplift payments, extended LMP can support efficient commitment and dispatch 
solutions, because market participants should have no incentive to deviate from the 
solution and (to a large extent) have no incentive to submit offers that differ from their 
true costs. The Commission has already shown its comfort with different price setting 
methods given that both of these price setting methods are in place. 


^ See supra note 96. 

Midwest Independent Transmission System Operator, Inc., 140 FERC ^ 61,067 (2012). 
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2. Shortage Pricing 

In addition to exploring a more robust method to determine LMPs, PJM also 
believes that reforms to its shortage pricing rules would benefit price formation and 
incentivize appropriate behavior that could mitigate operational reliability concerns. 
Currently, PJM implements shortage pricing if its system is short of 10-minute reserves, 
which from a reliability perspective would constitute a grave operating condition. 
Ideally, the market should appropriately incentivize activity to avoid these occurrences. 
However, once in that condition, market prices should reflect the severity of the 
condition. Modeling and invoking shortage pricing for longer-term reserve products such 
as 30-minute reserves would provide better incentives and information to the market 
regarding potentially severe operating conditions by escalating energy and reserve prices 
earlier and incentivizing behavior that would ameliorate the condition. 

Further, PJM is examining the level and shape of its operating reserve demand 
curves (“ORDC”)- The current ORDCs used in PJM are step functions that are based on 
PJM’s nominal reserve requirement, which is a function of the largest unit operating on 
the system. As such, they do not accurately reflect the value of excess reserves on the 
system in a manner consistent with the reliability value of those reserves. PJM also is 
investigating the penalty factor levels associated with these curves to ensure they 
accurately reflect the value that reserves provide to the system under all operating 
conditions. While PJM recently made incremental changes to its ORDCs, a wholesale 
review of these curves has not been done since PJM implemented shortage pricing in 
2012. To ensure PJM comprehensively addresses all facets of price formation, and 
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considering potential changes to the LMP methodology and reserve products considered 
for shortage pricing, now is also an appropriate time to review shortage pricing in PJM. 

C. PJM Suggests a Focused Commission Process. 

As explained herein, the Commission should act now to ensure that essential 
reliability services that resources provide are maintained. Reforms are needed in PJM 
now to ensure that (i) the cost of serving load is reflected in LMP to the fullest extent 
possible, (ii) uplift is reduced and (iii) proper economic incentives are maintained. 
Enhanced energy market price signals will strengthen performance incentives in PJM’s 
markets and is in line with other reforms being considered by PJM. PJM understands not 
all regions face the same need for action. An extensive record has been developed to date 
in this area in the Commission’s price formation proceedings, as confirmed by the August 
DOE Report. Thus, to move forward, the Commission should direct each RTO/ISO to 
identify for the Commission whether changes in the resource mix has created issues in 
their respective regions that are currently not addressed in the market. If any issues exist, 
the RTO/ISO should prioritize the issues of most consequence to that region and provide, 
within a Commission-specified deadline that is in the near term, for the submission of 
proposals, if necessary. In the alternative, the Commission could expand the scope of its 
existing open price formation NOPRs to provide for regional solutions around the issues 
it has broadly identified in those dockets. 
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IV. CONCLUSION 

For the foregoing reasons, PJM respectfully requests that the Commission decline to 
adopt the DOE NOPR (as unsupported) and, in its place, issue an order as discussed herein. 

Respectftjlly submitted, 

/s/Jennifer Tribulski 


Craig Glazer 

Vice President - Federal Government 
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PJM Interconnection, L.L.C. 
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APPENDIX A 

PJM’S RESPONSES TO SPECIFIC QUESTIONS 
RAISED BY OEPI IN DOCKET NO. RM18-1-000 


I, Need for Reform 
Question 1 

What is resilience, how is it measured, and how is it different from reliability? What levels of 
resilience and reliability are appropriate? How are reliability and resilience valued, or not 
valued, inside RTOs/ISOs? Do RTO/ISO energy and/or capacity markets properly value 
reliability and resilience? What resources can address reliability and resilience, and in what 
ways? 

P JM Response 

For PJM, resilience means the ability to prepare, operate through, and recover from high-impact, 
low-frequency threats such as extreme weather, electromagnetic pulses, geomagnetic 
disturbances, earthquakes, cyber and physical attacks, and fuel security limitations. PJM 
defines the three elements of resilience as: 

• Prepare - evaluating and cost-effectively mitigating risks 

• Operate - managing through a high-impact disruption 

• Recover - regaining essential fimctions as rapidly as possible 

Resilience requires coordinated efforts with operations, transmission and infrastructure planning, 
business continuity, cyber and physical security, risk management and markets. 

PJM is required to plan for and operate transmission system in a manner that meets the 
mandatory reliability standards under the section 215 of the Federal Power Act, 16 U.S.C. 
section 824o, as developed and proposed by the North American Electric Reliability Corporation 
(“NERC”) and accepted by the Commission. These standards address all aspects of reliability 
including Resource and Demand Balancing, Critical Infrastructure Protection, Communications, 
Emergency Preparedness and Operations, Facilities Design, Connection, and Maintenance, 
Interchange Scheduling and Coordination, Interconnection Reliability Operations and 
Coordination, Modeling, Data, and Analysis, Nuclear, Personnel Performance, Training and 
Qualifications, Protection and Control, Transmission Operations, Transmission Planning, and 
Voltage and Reactive. “Reliable operation” is defined under the FPA as: 


* Industry groups have similar definitions. See, e.g., the North American Transmission Forum in September 2017 

paper on transmission system resilience which can be found at the following URL: 

http://www natfnet/docs/natf/documents/resources/transmission-svstem-resiliencv-an-overview.pdf. 
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operating the elements of the bulk-power system within equipment and 
electric system thermal, voltage, and stability limits so that instability, 
uncontrolled separation, or cascading failures of such system will not occur as 
a result of a sudden disturbance, including a cybersecurity incident, or 
unanticipated failure of system elements/ 

The PJM system meets existing standards of reliability. 

Resilience addresses challenges and emerging risks that reliability standards do not address in 
order to withstand a prolonged, large-scale outage. Resilience for the bulk-electric system 
entails; 

• Maintaining reliability in the face of significant events 

• Incorporating high-impact, low-frequency threats into planning and procedures 

• Slowing disruptive events, mitigating their impacts and quickly recovering 
essential functions 

• Protecting essential systems based on assessed risks and hazards 

• Improving grid flexibility and control to be able to adapt efficiently and quickly to 
changed conditions 

As discussed in the body of PJM’s response^ PJM regularly considers factors that could impact 
the reliability and resilience of the PJM system. Further, PJM and its stakeholders are continuing 
to examine resilience-related low-probability and high-impact events that could cause reliability 
impacts to the PJM system. 

Given the changing nature of the fleet and a new set of threats that were not anticipated under the 
current NERC standards, prudent planning and operations requires the anticipation and 
mitigation of potential future occurrence of events, such as: 

• sustained supply-chain issues 

• environmental restrictions that limit operations of an entire fleet of fossil 
generators 

• a nuclear disaster, which causes regulatory reaction for new and existing nuclear 
fleet 

• a single incident causing major, multiple pipeline or supply disruptions for the 
natural gas fleet or oil fleet 

• a major impact to a large portion of the transmission infi'astructure that forces an 
outage lasting for days, such as a major natural disaster that impacts large sections 
of grid including resources and the infrastructure that connects the resources to 
consumers 


* 16 U.S.C. § 8240(a)(4) (2010). 

’ PJM Comments at sections 1I.A.2 and 3. 
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To that end, PJM has created a Resilience Roadmap'* to use in exploring opportunities with its 
stakeholders, through the stakeholder committees, for addressing resilience. This includes 
review resilience opportunities from the perspective of transmission planning, operations, 
including gas/electric coordination and fuel security, markets, and cyber and physical security. 
Detailed discussions of these efforts are held at the Operating Committee, the Markets and 
Implementation Committee and/or the Planning Committee, as appropriate. And, to further 
collaboration with a variety of government and industry stakeholders, PJM is increasing its 
emphasis on cross-sector coordination. 

Given the early stages of this collaboration, the next steps for PJM and stakeholders include 
defining metrics for resilience and criteria for evaluating potential mitigating actions not limited 
to generation as was the focus of the DOE NOPR, but rather also to include transmission, 
operations, cyber and physical security, and advanced system restoration. 

Question 2 

The proposed rule references the events of the 2014 Polar Vortex, citing the event as an example 
of the need for the proposed reform. Do commenters agree? Were the changes both 
operationally and to the RTO/ISO markets in response to these events effective in addressing 
issues identified during the 2014 Polar Vortex? 

PJM Response 

As described more fully in the body of PJM’s comments,® there is no valid basis for the proposed 
reform, including the 2014 Polar Vortex or any other extreme weather events cited. Indeed, 
NERC’s Polar Vortex Review found: 

Extreme cold weather also had a major impact on generator equipment. Of the 
approximately 19,500 MW of capacity lost due to cold weather conditions, 
over 17,700 MW was due to frozen equipment. Many outages, including a 
number of those in the southeastern United States, were the result of 
temperatures that fell below the plant’s design basis for cold weather. At the 
height of generation outages (January 7 at 0800) the southeastern United 
States accounted for approximately 9,800 MW of the outages attributed to 
cold weather.^ 


■* The Resilience Roadmap can be found al ihe following URL: http://pim.com/~/media/committees- 
groups/conimittees/oc/20170606/20170606-item-18-resilience-roadmap.ashx. 

* PJM Comments at sections ll.A, B, and C. 

* NERC Polar Vortex Review - 2014 at 12. The report can be found at the following URL; 

http://wwwnerc.com/pa/rrm/Januaiv%202014%20Polar%20Vortex%20Review/Polar Vortex Review 29 Sept 20 
14 Final.pdf . 
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And, of the generation that was lost due to fuel supply, all generation resource types, with the 
exception of wind and demand response, performed poorly. PJM explained to the Commission 
that at the time of the peak demand hour on January 7: 

• approximately 22 percent of total installed generation capacity in PJM 
(of all fuel types) was unavailable because of forced outages 
associated with routine equipment breakdowns, problems related to 
operating in extreme cold temperatures and, fuel-supply issues. 

• gas interr uptions were not the major driver of the high forced outage 
rates experienced in the PJM region. 

• Natural gas interruptions removed less than five percent of the total 
capacity required to meet demand on January 7 

• Equipment issues associated with both coal and natural gas units made 
up the far greater proportion of forced outages 

To be sure, the 2014 Polar Vortex exposed some electric industry vulnerabilities associated with 
the transportation of natural gas to generators in the PJM region. This is a work in progress. 

PJM has taken a number of actions since the 2014 Polar Vortex to improve generation 
performance, many of which were implemented by winter of 2015 and did result in a reduction 
in total forced outages of 15,395MWs (38.3%) on the two dates shown in Figure 1 below under 
similar temperature, weather and system loads. 


’ Winter 2013-2014 Operations and Market Performance in Regional Transmission Organizations and Independent 
System Operators, Statement of Michael J. Kormos Executive Vice President - Operations, PJM Interconnection, 
L.L.C. at 3-4, Docket No. AD14-8-000 (May 15, 2014) (“Kormos Statement”). 
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Figure 1: Comparison of Outages by Primary Fuel 
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Figure 19, Oulages by Primary Fuel Feb. 20,2015 



Figure 20, Outages by Primary Fuel Jan, 7,2014 
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Changes implemented in advance of the 2015 winter included: 

• Development of a Cold Weather Preparation Guideline and Checklist. 

o Utilized annually to prepare generators for extreme cold weather 
o PJM Manual 14D: Attachment N 

• Implementation of the Generation Resource Operational Exercise. 


* See 2015 Winter Report at 21 (May 13,2015) which can be found at http://pim.coin/-/media/librarv/reports- 
notices/weather-related/20150513-2015-winter-report.ashx?la—en. 
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o PJM identifies units that did not operate, or operate on its alternate fuel, in the 8 
weeks prior to Nov 1st, and also on a rolling two week basis through mid- 
December, and will schedule a test of the unit to ensure operability on either the 
primary or alternate fuel. 

o PJM also provides cost recovery for the tests for any non-Capacity Performance 
units. 

• Improved generator fuel supply surveys with enhanced focus on fuel supply and 
emissions limitations. 

• Improved gas-electric coordination including secure data exchange with information 
sharing of pipeline restrictions and gas fired generation nominations in the day ahead 
market. 


• Improved tools for better situational awareness with a geographic information system 
including gas pipelines and associated generation and locational visibility to curtailable 
load in the Dispatch Interactive Mapping application. 

These actions by PJM as well as the generation owners to improve generator performance and 
communications were effective in reducing generator outages. In many cases however, these 
actions are voluntary and thus PJM has taken other steps to improve performance. 

For instance, PJM evolved its capacity market to the Capacity Performance construct which is 
aimed at incentivizing performance not by proscribing specific requirements for each fuel type, 
but, rather, incentivize better performance in a resource-neutral way. Through stricter 
performance requirements, incentives and charges for non-performance. Capacity Performance 
holds capacity resources accountable to make the necessary investments and operational 
improvements required to ensure delivery of energy when needed most. These investments 
include not only firming fuel supply, and investing in dual-fuel capability (which combines back¬ 
up oil fuel with primary natural gas fuel), but also will also provide incentive to make 
investments to ensure the generator equipment itself will perform better under extreme cold 
(more insulators, heaters, etc.), increased staffing, capital investments for better operational 
flexibility, and cold-weather testing on alternate fuels. These investments are based on risks to 
performance that a resource can anticipate, plan for, budget for and implement. 

Another area in which PJM has made improvements relates to the operating challenges that the 
daily market timing differences in the two industries pose for generators scheduling gas. In 
effect, gas delivery to generators begins ten hours after PJM’s operating day begins at midnight. 
Generators must straddle two consecutive gas operating days to cover one electric operating day, 
thus complicating gas procurement for generation. To mitigate this operational challenge and at 
the direction of the Commission in Order No. 809,’ PJM changed the timing of the Day-Ahead 


’ Coordimtion of the Scheduling Processes of Interstate Natural Gas Pipelines and Public Utilities, Final Rule, 151 
FERC 1(61,049 (2015). 
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Market to better align with the natural gas pipelines’ nomination timelines. Under the new 
schedule, PJM posts Day-Ahead Market results by no later than 1:30 p.m. eastern, which is in 
Td^nce of a new 2 p.m eastern Timely Nomination cycle deadline for generators o procure the 
delivery of natural gas to their units. These changes went into effect on April 1, 2015. 


As a result of the described changes, PJM believes it is well prepared for an extreme winter 
event. 


Question 3 

The proposed rule also references the impacts of other extreme weather events, specifically 
hurricanes Irma, Harvey, Maria, and superstorm Sandy. Do commenters agree with the 
proposed rule’s characterization of these events? For extreme events like hurricanes, 
earthquakes, terrorist attacks, or geomagnetic disturbances, what impact would the proposed 
rule have on the time required for system restoration, particularly if there is associated severe 
damage to the transmission or distribution system? 


P.TM Response 

As explained in more detail in the body of PJM’s comments'® PJM does not agree with the 
proposed rule’s eharacterization of the listed weather events. To the contrary, extreme weather 
events impact distribution and in some cases transmission much more readily than generation 
resources’ operational failures or lack of fuel supply. And, as a result of the impacts to the 
transmission and distribution systems, generation resources typically are rendered undeliverab e 
during and immediately following such weather events, regardless of the status of the resource 

itself. 


This point is supported by NERC’s “Hurricane Sandy Event Analysis Report,” which evaluated 
the storm’s impact on the bulk power system, including both generation and transmission assets. 
NERC found that “[w]hile there was sufficient generation capacity available to meet ‘o^d as 
restoration progressed; there were some cases where customer restoration was hindered by local 
area transmission outages.”" NERC’s evaluation found that “[o]ver the course of the event, 
20,007 MW of generation capacity was rendered unavailable, including what 


“ PJM Comments at section II.A. 

“ Hurricane Sandy Event Analysis Report, North American Electric Reliability Corporation at 5 (Jan. 2014), 

http://www nerc.OTm/pa/rnii/ea/Oct2012HuiricanSandyEvntAnlyssRprtDL/ (“NERC Hurricane Sandy Report ). 
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DOE calls “fuel secure” nuclear, coal, and other fossil fuel resources. The same can be said 
with respect to the devastation caused by hurricane Maria, where roughly 80% of *6 
transmission system in Puerto Rico is above ground, and they lost approximately 75 /o percent o 
that infrastructure (in other words, 60% of all their transmission towers/lines were locked 
down). As far as distribution goes, the loss was higher with about 85% of all hnes/pole damage 
or destroyed. The lead time associated with getting those pieces back is the true reason behind 

the length of this outage. Capacity was available within 72 hours of the event (and sti is), u 

they can’t get it connected to load. 


Another factor that underscores the lack of basis concerning the DOE NOPR is that coastal 
nuclear facilities located in the PJM Region adhere to varying protocols whereby they may 
choose to shut down when sustained high winds, in some cases as low as 42 MPH, are expected 


Question 4 

The proposed rule references the retirement of coal and nuclear resources and a concern from 
Congress about the potential further loss of valuable generation resources as a 
What impact has the retirement of these resources had on reliability and resilience in RTOs/ 
to date? What impact on reliability and resilience in RTOs/lSOs can be anticipated under 
current market constructs? 


P.TM Response 

Resource diversity is a valid topic of study, and PJM regularly examines the potential reliability 
impacts of a changing resource mix, including impacts associated with coal plant retirements 
driven by the high compliance costs of the United States Environmental Protection Agency s 
Mercury and Air Toxics Standards. As discussed above, the retirement of those ''esourws has 
had no significant impact on reliability as defined by the relevant NERC cfiterm, and P as 
not identified the retirement of coal and nuclear resources as a material reliability conc^ under 
current market constructs. As discussed in the Evolving Resource Mix and Reliability Report, 
PJM can operate reliably at much higher levels of natural gas and renewables, and much lower 
levels of coal and nuclear. PJM’s analysis revealed that operational reliability would be 
maintained even if all coal and nuclear resources in the expected near-term portfolio retire, an 
are replaced exclusively by natural gas. 


« NFRC also identified “fsleveral generation operation risks” from the storm, including; (1) increased potential for 
Lear fLiltos; (2) possibility of LOOP doe to switchyard daotaBJ or loss of norpt.l 
condenser oooliag and loss of availability of service water due to high water, (3) precipitator fly ash '’"'““P 
hidfer SC pressure due to operating without auxiliat, feeds; (4) curtailn.a.6 due to wet coal, which s oormal 
thh any significant precipitation; (5) danger Ironi the loss of building siding; and (6) potential lack of fuel due to 
damage to the fiiel provider’s facilities. Id. at 23. 

'< See PJM; EeoMng tooutue Mtr ondSysren. ReliMliO' at 5 & n.l5 (March 30 , 20 17) (“Evolving K'”™' 
anfSbillty Crt”). "Wol- ■=“ be found at the following URL; h,,p7/www.p^co,n;-/n.edl^^^ 

notiees/snecial-re.nnrts/20170330-Dims-evo l vi ng- resource-mix-and-SYStem-reliabilitY.ash x 
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“Resilience” Cor lack thereof) within the resource context, as distinguishable from reliabi ity, 
was not adequUly defined in the DOE NOPR, but PJM understands it generaUy as a risk metric 
that potentially could be addressed through resource portfolio diversification. Therefore, in a 
thfofetical sense, some improved measure of resource or fuel diversity or flexibility could 
potentially improve resilience because of a more diversified portfolio 
attributes however identified or defined. For example, on-site liquid fuel for dual-fuel 
cLUtion turbines, as acknowledged under PJM’s Capacity Performance construct, na'Towly 
could be viewed as a resilience-related attribute under some reliability scenarios associate w 
the natural gas pipeline infrastructure and gas-electric coordination. However, resilience as 
distinct from reliability, typically is not viewed only within a narrow resource context. Inst , 
resilience typically is viewed within the context of the entire bulk electric system, and relates 
preparing for, operating through, and recovering from a high-impact, low frequency even . 
Lsilience involves protecting the bulk electric system as a 

consideration myriad aspects of the system such as transmission and distribution infrastructur , 
fuel security such as through gas/electric coordination, markets, physical and cyber security, and 
IXan"em «storatio„. Therefore, the DOE NOPR’s emphasis on res.hence as a resource 

issue is mostly misplaced. 

Onestion 5 

Is fuel dlverslly within a region or market itself important for resilience? Ifso. has the changing 
resource mix had a measurable impact on fuel diversity, or on resilience and reliability. 

PJM Response 

Yes fuel diversity within a region or market is important for resilience. The current resource 
Sx most fuel divert it has ever been, and recent changes m the re_.x have 

positively impacted fuel diversity by incorporating a larger percentage of natural gas a 
fenewabks If we proceed from the theoretical proposition that portfolio diversity reduces risk, 
we can reasonably Lrmise that PJM’s increased fuel diversity, and the flexibility it provides, has 
JresUknce and reliability risks. However, as indicated in the Evolving Resource ^x and 
Reliability Report, more focused research on Ae topic of resilience may be needed, including 
identifying and defining resilience attributes. 

Indeed, while PJM has taken steps such as its Capacity pjM 

nreoaredness in response to the extreme weather conditions during the 2014 Polar Vortex, PJM 
Llfeves more work should be undertaken with respect to ensuring resource performance and fuel 
security That is, even though PJM’s resource mix is diverse, Pm wil continue efforts to 
review system resilience from a fuel security perspective and will continue to evaluate 
generation performance incentives. 


See Id at 5 and n.l6. 
Id. at 6-7. 
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II. Eligibility 

A. General Eligibility Questions 


Question 1 

In determining eligibility for compensation under the proposed rule, shtmld there be a 
ImZtrationofaspeeifie need for particular services? Who, should be the appropnate 
triggering and termination provisions for compensation under the propose rti 


P.TM Response 

Yes there must be a demonstration of need to support compensating any resource on our system 
on an out-of-market basis for any wholesale service it provides. RMR 
be justified before the Commission and are limited both in scope and duration. PJM does not 
believe that a sweeping designation of all units, irrespective of their location, cost structure or 
performan^ appropriate substitute for market-based solutions and the very limited 

Ld targeted out-of-market solutions as a backstop. For all the reasons presented in the body of 
PJM’s comments*”^ PJM does not believe there has been a demonstration of need for the 
proposed cost-of-service compensation to, in effect, coal and nuclear resources. 

Nevertheless, to the extent the Commission seeks to value the resilience attributes of a resource 
through a cost-of-service rate, an approach similar to a reliability must run concept, wh^^ is in 
place today could, under certain limited circumstances under RTO-specific rules, could pro 

model. First, there would need to be well-defined criteria f- detoitoining 

it the resource is, in fact, needed tor resilience to ensure a resource ts “'"f ^ 
service Second, just like PJM’s reliability must run provisions which are time-limited to the 
time between whe!i a resource would seek to retire, and the time it takes to mitigate the impact of 
such retirement, so too should any RMRdike cost recovery be limited to the time in which the 
resilience attributes defined by the criteria are replaced. 

Question 2 

As the proposed rule focuses on preventing premature retirements, should a final rule 
to existing units or should new resources also be eligible for cost-recovery? Should it also 
Me repowering of previously retired units? Alternatively, should there be a minimum 
number of MW or a maximum number of MW for resources receiving cost-of service payments 


" PJM Comments at section U.A., B., and C. 

or a transmission solution is in service, are in place. 
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for resilience services? If so, how should RTOs/ISOs determine this hW amount? Should this 

also include locational and seasonal requirements for eligible resources. 


P.TM Response 

PJM does not agree with the premise of the proposal. 


Question 3 

there other technical characteristics that should be required for an eligible 
site fuel capability? If so, what are those technical characteristics and what benefits do they 
provide? What types of resources can meet the proposed eligibility criteria of c propose 
rule? What proportion of total current generating capacity does this represent. 


P.TM Response 

See prior responses in this section. 


Question 4 

If technically capable of sustaining output for a sufficient duration (and meeting other relevant 
requirements), should Lources such as hydroelectric, geothermal, 

site storage generating units with firm natural gas contracts, or energy storage (each of which 
might have ’a demonstrable store of energy to draw upon to sustain anelectrical output, if not 
uelessarily fuel) also be eligible? Why or why not? If technical capability is the appropriate 
criterion for eligibility, what specific technical capability should be required to be eligible. 


P.TM Response 


The Staffs noting of the attributes of these particular resources in this question points out the 
unworkability of the DOE’s arbitrary designation of a more narrow set of resources when 
different types of units provide different but needed reliability attributes o i ering eg 


Question 5 


The proposed rule would require that eligible resources be able to provide 
ancillary reliability services and includes a non-exhaustive list of servwe^- 
services should a resource be required to provide in order to be eligible. 


essential energy and 
What specific 


P.TM Response 


See response to prior questions in this section. 
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Question 6 

ItOs/ISOs detemine which resources satisfy this eligibility reqwremeut? 

P.TM Response 

noF TMOPR reauires an examination of the regulatory structure as well as revenue streams 

spTofflo pL... As a Lul. cf rate settleme* and .he bundled “ 

not to ttuSy impl^LnUhis identification. Nevertheless, this 

assigned to the RTOs as it is outside of their core mission or area of e p 


B. 90-day Requirement 


Question 1 

The rrooosed rule defmes eligible resources as having a 90-day fuel supply. Howfould the 
quantity of a given aZ upper 

^ZrZ^gliZMfhfenZlo^ayJn^^ 

this requirement? 

P.TM Response 

For the reasons stated in PJM’s response to the question on the Need for Reform, well 

A' H in tFe hndv of PJM’s comments PJM does not believe there is a basis for e 

shut down, as discussed above. 


'»See Black Sky/BIack Start Protection Initiative which can be found at the following URL: 
http://eiscnuncil.or g /Apo Data/Upload/BSPI.pd f 
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Question 2 

Is there a direct correlation fs7uch a co/relalion. Is 90 

other duration more appropriate? 

P.TM Response 

PJM is not aware of any such showing. 

C. Fuel Supply Requirement 

( Question 1 

The proposed rule requires that 

environmental regulations^ How of keeping 90-days of fuel on- 

determining eligibility? ufrom running at its upper operating limit 

P.TM Response 

For the reasons stated in PM’s ^SoTto DOE’s 

discussed in the body of PJM s should be taken into account when evaluating 

proposal. Nevertheless, „Buant to a well-defined resilience reason 

to eligibility of a resource to 'j'. “™^oe nOPR). Absent the ability for the gonototor to 
(which resilience criteria is lacki g ..siricted it would not make sense to guarantee 100/« 
run for 90-days without being emissions r a 

rmpensation tor a unit that is environmentally related. 


Question 2 

the proposed ride references 

hurricanes, should there be anyo j mven to the vulnerability of 90-day fuel 

Z’^ll^TtTnT't^^l ZfaZZdZZs snch as ctreme cold temperahires. icinz. flooding 

TZltlons. etc. that nuiy impact the on-site fite' supply? 


P.TM Response 

It is unclear to PJM how the “<i Mari^ave 

resilience during extreme wea er e • transmission system are limiting factors in 

shown that the distribution system ^ ^ ^^athe^ events. PJM believes that 
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of the transmission system to include such severe weather events would have a much more 
significant impact on the resilience of the power system. 

Question 3 

Does the eulmrabiUty or noo-oMt,, of on-si,e fuel supplies vary depending upon fuel type, 
location, region, or other factors? 


P.TM Response 

wf Q iinit’c availability in a given situation. One cannot 
Fuel type is just one component of a unit a y consideration of analysis 

the DOE proposed NOPR. 

Ill, Implementation 

Question 1 

Hot, tvould eligible resources receiving cos, of service contpensation under the proposed rule be 
committed and dispatched in the energy market? 

P.TM Response 

such resources should here<,uired .o « 

Because such resources would g actual cost Doing so, however, would 

the market for efficient resource entry and exit. 

The DOE NOPR overlooks .he fac. that even wi.h^ 

I'LT.Stol'fo” ™ mereSart ge"«a.ion which fl vdil be needed to meet load, g.ven that 
investors will flock to the new ‘guarantee created by 


Question 2 

Hot, tvould eligible resources receiving cos, based compensation under the proposed rule be 
cZZed in L clearing and pricing ofcenh-allzed capacty markets? 


Evolving Resource Mix and Reliability Report. 
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P.TM Response 

such resources should be required to offer tesf mX'at'bttow their 

actual going forward co^. ^ j„pted a mechanism by which the clearing price 

going forward costs, if the m P ... competitive price for the purpose o 

determined in those markets can ere . . ^ Not adopting one of these two 

compensating ail unsubsidized resources in th markets that would 

exit. 

However, even with these ma*et “IXotX DOE-defmed eligible class 

Question 3 


P.TM Respons_e 

TO the extent Uiese resour^s am 

even with the above tlf““„„iinued ojlration of uneconomic resources m the 

SeX^o rXXyoXideiat^m^ 

r".=— 

7, rii’itss.: i’ 

it will increase the Installed Reserve Margin. 

Question 4 

ststcs— 

requirement? 

P.TM Response 

Yes, the performance any penalties for non¬ 

requirements applied to all un ... gi^^ouid not be recoverable through the cost-of- 
?e“X"r X'’Sing such mcovery of performance penalties would 
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nullify the intended impact of the penalties to drive resource performance that supports system 
reliability. 

Question 5 

Should there be any restrictions on alternating between market-based and cost-based 
compensation? 

P.TM Response 

This should be a one-time choice for any given unit. To allow switching between compensation 
methods would invite gaming by market participants based upon expectations as to where the 
greatest revenue could be earned at the expense of load. 

IV. Rates 

Question 1 

The proposed rule lists compensable costs that should be included in the rate as operating and 
fuel expenses, costs of capital and debt, and a fair return on equity and investment. Are there 
other costs that would be appropriate to be included in the rate? Would any of the listed costs 
be inappropriate for inclusion? 

P.TM Response 

PJM does not take a position on this question. 

Question 2 

Should wholesale market revenues offset any cost of service payments stemming from the 
proposed rule? 

PJM Response 

Although clearly wholesale revenues should be offset from cost of service recovery to avoid 
over-recovery, the distorting impact of this ‘true up’ for a select set of ‘eligible’ resources points 
out the discriminatory and unworkable nature of the DOE proposal. 

Question 3 

How should RTOs/lSOs allocate the cost of the proposed rule to market participants? 
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P.TM Response 

whilp PTM does not believe that the proposed rule meaningfully improves reliability or 

traditional “cost causation” grounds. 


Oiiestion 4 

Hm. would the reautement that eligible resources receive full cost recovery be reconciled with 
L requirement. I stated in the regulatory text, that resources be dispatched during gri 

operations? 

P.TM Response 

™icoTrlTove1rinS 

reconcile. 

V. Other 
Question 1 

The proposed requirement for submining a compliance filing Is I Sf-ys after Ihe effective date of 
?„IZmTL proceeding with the tariff changes to take effect 15 days after the 
comnliance minss are due. Please comment on the proposed timing, both to develop a 

mechanism for implementing the required changes and to implement those c anges,tnc u mg 
wheTjZtt ZLangfscouldle developed and implemented within that ttmeffame. 

P.TM Response 

PJM incorporaees by reference the respcnee of the ISO/RTO Council to this question. 

Question 2 

Please comment on the proposed rule’s estimated burden of $291.042 per respondent RTO/ISO. 
ZZloZZdTpLL L market rules as proposed, including the potent,a! software 

upgrades required to do so. 
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P.TM Response 

PJM incorporates by reference the response of the ISO/RTO Council to this question. 

Question 3 

Please describe any allernative approaches tha, could be laken ,o accomplish the stated goals of 
the proposed rule. 

P.TM Response 

Please refer to the body of PJM’s comments in section III concerning PJM’s review of price 
formation reforms for the PJM Region. 

Question 4 

What impact would the proposed rule have on consumers? 


P.TM Response 

to this question. 

Question 5 

The Commission may take notice of relevant public informaioM 

commenter. 

P.TM Response 

body of PJM’s comments. 

rn PTM’s October 19 2017 presentation to the Commission on winterization, which includes 
irr^tiorPMs/liUence^ activities and studies associated with gas^lecwc 
coordination, natural gas pipeline modeling and “"‘“f 

breadth of PJM’s resilience-related activities, unrelated to an arbitrary on-site e requireme 
for favored resources. 
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(2) PJM’s report on price formation issues submitted on February 17, 2016 in Docket No. AD14- 
14-000 Price Formation in Energy and Ancillary Services Markets in Regiona ransmisswn 
Organizations and Independent System Operators, which summarize PJM’s price formation 
issues and activities up to that time. The report is relevant to the proposed rule because i 
provides information on PJM’s price formation efforts to promote resource flexibility and 
performance, as discussed in these comments. 

(3) PJM’s Report on Fuel Assurance Activities, submitted on February 18,2015 in Docket No. 
ADM-S-OOO, Winter 2013-2014 Operations and Market Performance in Regional Transmission 
Organizations and Independent System Operators, in which PJM reported on the status o its 
efforts to address market and system performance issues associated with generator access to 
sufficient fuel supplies and the firmness of generator fuel arrangements. These 

activities are relevant to the proposed rule because they represent concrete actions that 
already has taken to ensure fuel availability during extreme events, such as potentia even s 

similar to the Polar Vortex. 

(4) The Commission proceedings in Docket Nos. ER15-623 and EL15-29 regarding PJM s 
Capacity Performance construct, which better ensures that committed capacity resources will 
perform when called upon to meet the reliability needs of the PJM region. The Capaci y 
Lrformance construct is relevant to the proposed rule because it demonstrates concrete action 
that PJM already has taken to ensure resource availability and reliability during extreme even s, 
such as potential events similar to the Polar Vortex. 

(5) PJM’s post-technical conference comments submitted on May 15,2014 in Docket No. 
ADM-S-OOO Winter 2013-2014 Operations and Market Performance in Regional Transmission 
Organizations and Independent System Operators, which reference the report entitled 

Analysis of Operatioml Even, sa,,d Market Impcu:, scaring the Jamary 20^^^^ 

Events hHn /Avv»w nimxon./Wm..di./libiW reiv.rt s-notipes/wealher-related/20140509-ana Y si s _ 

8 2014) The comments and report are relevant to the proposed rule because they describe 

actual extreme events, associated with the Polar Vortex, to which PJM already has responded 
with concrete action to ensure resource availability and reliability. 


19 



20171023-5598 FERC 


pdf (Unofficial) 10/23/2017 4:50:45 PM 


APPENDIX B 
to 

PJM COMMENTS IN RM18-1 
OCTOBER 23,2017 


000 




20171023-5598 FERC PDF 


(Unofficial) 10/23/2017 4:50:45 PM 



HARVARD Kennedy School 

JOHN F. KENNEDY SCHOOL Of GOVERNMENT 


October 23, 2017 


Mr. Stu Bresler 

Senior Vice President Operations & Markets 
PJM Interconnection 
2750 Monroe Blvd 
Audubon, PA 19403 

SUBJECT: PJM Price Formation 


Dear Mr. Bresler: 

T rFirinoted with the PJM Staff and Board members in the discussion of an important initiative 
„Te er^oTof .he PM energy marhe.. PM ataffis proposing -“j""* 
model to order .o ensure tha, .he incrememal cos. ot servmg load ,s ren^.ed n L^^ro .he 

prtocU^rf^^„fma^L^des^^^^ 

rnrxpS‘2ei":y":wCtf- 

appropriate step forward in price formation for the PJM region. 

The marke. design to PM follows .he basic principles of bid-based, securhy-constratoed 
IL” * spamh wi.h locarional prices. This design is toe only approach 's —to 

an efflcien. eLgy market under toe principles of open-access and 

element of this model is that the prices and related payments support tee icien p • 

T lar it serves to achieve the goal that market participants who take prices as given would 
ra^l toon, L dispatch, and would help make bids and offeto cons.ston. 

with their underlying costs. 

The foremost element of this marke. design is toe use of locational marginal 
certain simplifying assumptions, these locational marginal pnces provide all that won d be 
TelTd Zppor. L efficient dispatch. Relying on the locational marginal pnces has served toe 
Tm IrWs well for many years, even though in some circumstances addtoonal payment have 

been required. 
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I Kavc discu.ed wim PM the —that deviate 

required for locational marginal prices alone to commitment decisions 

S'=H=f|3=H== 

support the in aggregate equal the foregone 

Ti— argC;rstoi^^^^^^ 

from the proposed enhancements for price formation. 

:reC to come as ^ to « 

uplift payments. AS 

r„,:: 

short intervals required for the real-time spot market. 

A natural approximation to the minimum-uplift mode, is avaUable “ 

=,=r- ~rrrf 

integer relaxation would be the associated mimmum-uplift prices In general, 
relaxation prices should be close to providing the minimum uplift resu s. 

importantly, the enhanced price formation PM intends^o P; 

“SL:.;-s-r=ra.r.=1;;..»•«:, - 

conditions with increasing supplies of intermittent or distributed resources. 

1 support the energy prim. " rfm^ct": 

^'::l:::i;p“e: ^shortage pricmg do not accurately value energy and reserves during 
^ ^i^isisknownasthe-rniiamum uplift” or “convex hull” approach. See (Gribik, Hogan, & Pope, 2007). 
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shortages. Based on the eurren. "no. 

approach the estimated value o os oa ( Xo fully address price formation, 

articulate the reliability value of reserv Nonetheless PJM’s proposal 

refonns are required to PJM’s shortage pnc ng appro^h . 

.0 taplemen. integer relaxation is a " And given 

issue of a more comprehensive enhancement of energy of this approach as a 

the circumstances faced by PJM as descri ® ^ ddj-ess needed price 

reasonable and appropriate step to be proposed by PJM as 

formation reforms in the PJM market. 


Very truly yours, 



William W. Hogan^ 

Raymond Plank Professor of Global Energy Policy 
John F. Kennedy School of Government 
Harvard University 

Mail Box 84 

79 John F. Kennedy Street 
Cambridge, MA 02138 


Reference 

Gribik, P. R., Hogan, 


W. W., & Pope, S. L. (2007) 


. Market-Clearing Electricity Prices and 


Energy Uplift. Retrieved from 

http;//www.hks.harvard.edu/fs/who 


gan/Gribik_Hogan_Pope_Price_Uplifl_l 23107.pdf 
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162 FERC 1161,012 
UNITED STATES OF AMERICA 
FEDERAL ENERGY REGULATORY COMMISSION 

Before Commissioners; Kevin I. McIntyre, Chmmai^ 

Cheryl A. LaFleur, Neil Chatterjee, 

Robert F. Powelson, and Richard Click. 


TV . • „ Docket Nos. RM18-1-000 

Grid Reliability and Resilience Pricing 

Grid Resilience in Regional Transmission Organizations ADI8-7 000 

and Independent System Operators 

ORDER TERMINATING RULEMAKING PROCEEDING, 

INITIATING NEW PROCEEDING, 

AND ESTABLISHING ADDITIONAL PROCEDURES 

(Issued January 8,2018) 

1 The Commission previously has taken steps with regard to reliability and other 

initiated in Docket No. KMio ^ +Via rnmiuission bv the Secretary of 

Resilience Pricing (Proposed ® . reinforcing the resilience of the bulk 

Energy.^ N^^^theless, we appreciate To that end, we are 

power system as Docket No ADI 8-7-000 to specifically evaluate the 

initiating a new proceedmg in tl,, rmions ooerated by regional transmission 

resilience of the bulk power system m the regions 

organizations (RTO) and todependenuystem operatom (IM . 

each RTO and ISO to submit mformation ^ommss™ on^^^^ 

and concerns identified herein to ® remain a priority of this 

additional Commission action is warranted to address grid resi lence. 


1 Grid Resiliency Pricing Rule, 82 Fed. Reg. 46,940 (Oct. 10, 2017). 
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1, Proposed Rule 

2. O”September29,2017,theSecre^subm«rf^heno^se^ukp^^^^^^^ 

section 403 of the Department of Energy (DOE) O^mizaUon ^ 

directed the commission m^rr„ 

mechanism provi mg recovery of costs and a return on equity for such 

resilience TheLposed Rule stated that eligible reliability and 

resources (i.e., a r , /i \ located in an RTO/ISO with an energy and capacity 

resilience resources must be. (1) r Kintv Qprvices-^ and (3) have a 90-day fuel 

market; (2) be able to provide essential reliability services, andf ) 

supply on-site. 

3 As the basis for these requirements, the Proposed Rule cited; ^ ^^2014 

retirements of baseload generation, particularly coal ^ resilience of the 

£ iiS 2 icV ih. »i4 

A The Secretarv directed the Commission to consider and take final action on the 

Sa^ve"^^^ • 

provision fm later modification after consideration of public commen . 

^ • motMnnrketNo RM 18-1 -000 to consider the Proposed Rule. 

2017, with addition, on October 4, 2017, the Director of the Commission s 

Offi^of EnWgy Policy and Innovation issued a Rule.^ 

The Commission lorn a ivide variety of interested 

fed^al and state legisiators, state regulatory 




2017). 


J Grid Reliability and Resilience Pricing, Notice Inviting Comments (Oct. 2, 
Grid Reliability and Resilience Pricing, Staff Request for Infonnation (Oct. 4, 


2017). 
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agencies and state attorneys general, indus|rial customers, environmental organizations, 
mining companies, other industries, and individuals. 

u T onn thp Chairman ofthe Commission proposed to the 

6. On December 7 2017 e“nl granted to address the Proposed Rule 
Secretary of EneW *at a granting the extensmn and 

On December 8, 2017, the J>ecreiary i n on 18 tn address the Proposed Rule, 

thereby giving the Commission until January 10,2018, to address me p 

n. Discussion 

A, Rackground 

1. Fvnlntion of th - Power Industg 

7 To more fully understand the context in which the Proposed Rule issued and 
die actions we are taking here, it is i^o^Uo vertically 

today’s electric power industry.® 

8. Beginning in the 1970s. statutoiy 

"^‘n;"tJih I" “s Commission issued its 

5 The Commission’s Order No. 888, discussed below recounts to 

landscape following ena^entoftoFederalP^werA^^^^^^ 

Wholesale Competition Through Open f ““ Vtilities and 

Sendees by Public Wlirtes; Recove^ 1 31,036, at 31,639-31,645 

Transmitting Utilities, Order No. 888, FERC Mats. « weg n 

(1996). 

. For instance, to Public 

Policy Act of 1992 helped ^ur aales at maricet-based 

part of the Commission’s electric regulatory responsibilities. 
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j 1 o ^ RXX ’ which required public utility transmission providers to provide 

landmark Order No. 888, whicn requireu pu J . concept of ISOs and 

open access transmission service an ^ ^ 2000 * which expressly encouraged 

RTOs, and in 1999 the Co™ntssjon such entities to foster 

the development of such ‘ [_ 1990 s a number of states 

Lreased reliance on independent regional bodies for operation of egri . 

9, The traditional vertically integrated model was ^ the 

developments, particularly in regions of e ™ ^ 1 rxqs/ISOs have developed 

organized maricets for electric energy rZsTr two decades now, 

also established centralized capacity tenet of Commission 

S" frel" with otganize« the 

ComJIiission has largely adopted a ‘hat, to turn, 

Commission relies on competition in W “X ptoducts (where 

determine the prices for the energy, mci ^ ® tjtiven system, owners of generating 

Sit'tr:iS:—:m-:tthemar^^^ 

mothball their facilities. 

10 . A continually evolving phenomenon that has 

evolution of electric maikets, the 

energy resource mix. As part ot its ong g * . . pfdets to ensure 

fhaJXtSrimiltete retain reasonable and not unduly discriminatory or 


’ Promoting Ts^aMcTstsbyTuuZumties 

Transmission Services by PMic ^ ^ 3 1^036 (1996), order 

and feRC Stats & Regs. H 31,048, order on reh ’g, Order No. 

rnt li M 24tom 

n 9981 MrTevLport subnom. Transmission Access Policy Stf Group v 
S,’2f5 F!3d 667 (D.C. Cir. 2000), ardsub nom. Netr York v. FERC, 535 U.S. 1 

( 2002 ). 

TZ V. FEblc, 272 F.3d 607 (D.C. Cir. 2001). 
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preferential. For —' as 

compensation opportunities for various grid services, such 

as frequency regulation. “ 

gJoundSln'^rruM 

provide to consumers. In Order N . , ronsumers’ bills by billions of dollars a 

study that found that competition had reduced comu ^ removing congestion 

year, even as it found that additional savmgs could be ^^e 4^ 

^ 1 12 T 71Q the CoTTirnission cxplSrinccl triBt ciiccxiv 

rcs^nse and energy efficiency, improving operating however, 

compromising its commitment to either. 


« Integration of Variable Energy iicsourees. Order No. 764, FERC Stats. & Regs. 

1 31,331 (erMS-refermced at 139 FERC 1 61,246) (2012). 

.0 Demand Response Compensation in Organized "lu87) 

Order No. 745, FERC Stats. &Regs. 31,322 (cross-referenced at 134 FERC 1 61,18/) 

( 2011 ). 

1* Frequency Regulation Compensation in the 
Markets oZno.lsf,mKC Smts. SRegs. 31,324 (cross-referenced at 137 FERC 

161,064) (2011). 

Transmission Grid Study (May 2002)). 

13 Wholesale Competition in Regions with Organized Electric Markets, Order 
No. 719, FERC Stats. & Regs. 131,281, atP 1 (2008). 

» For example, the Commission has held that out-of-ma*et actions may be 
warranted in certain instances to address f S3y Ja last resort, 
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2. The Commission’s Ffforts to Helj 
Resilience 


. F.nsiire Power System 


19 The Commission has taken action to address reliability and other issues with 

response to the increasing use coordination of wholesale natural gas and 

conducted a multi-year effort to evaluate the to those scheduling 

electricity market scheduling, l^^s also specifically examined the grid’s 

and coordination pr^^ses. C Vortex,and how each RTO/ISO addresses fuel 

response to the events of the 201 ^ ^nnrnved significant capacity market 

e.g.,Ne«,YorkIr,depe,de^t System 
^nSatorforj^service is alastresort“P"™ 

Sro^:l”ioS Sthe settlement do not result in any unforeseen market 

distortions.”). 

IS Coordination of the Scheduling Processes f 

Pipelines f,LMic WUtils, Order No. 809, FERC State. & Regs. 131,368 (cross 
referenced at 151 FERC 161,049) (2015). 


17 


Id. 


Sr «->0^3 {d.C. Cir. fried fan. 19. 2016). u,ro 
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incentives to enhance reliability d^ing 

Commission’s efforts described above were ^P^cificaHy t g d^ 

they were directed at elements of resi le , disruptions or extreme weather 

unintemipted supply of electricity m ® significant work to address bulk power 

S ^ and physical see^ity threats.■» as 

well as geomagnetic disturbances. 

13. Notwithstanding these and 1 tpo^“'tSr 

the bulk power system, we conetade t including through the development of a 

proceeding as discussed below, we ar address resilience in a broader context 

the contrary, we information - followed by an opportunity for 

and are directing the RTOs/ISOs p whether additional 

issues. 


-- 77~r 1«: 1 FFRC f 61 208 (2015), reh ’g denied, 155 FERC 

PJMInterconnection, L.L.C., 151 Ft-K-Ui , v i j7jpj?c 860 F 3d 656 

161,157 (2016). ardsub mm. Advanced Energy Mgml. All. v. FERC. 

(D.C. Cir. 2017). 

See Physical Security Reliability Standard, Order No. 802,149 

(2014); Revised Critical Infras^ucture Pro^c^wtUlelM^ 

Notice of Proposed Rulemaking, 161 FERC ^ 61,047 ( )• 

r« See Reliability Standard for ".^^FCRcTei Ifs ^ 

Geomagnetic Disturbance Events. Order No. 830, 156 FERC H 61,215 (2016). 
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Termination of D ocket No. RM18-1-00Q 
,4. Having considered .he Proposed " 

No. RM18-1-000, we ^ Liff changes as contemplated by 

is clear: in order to require ^ ^ snecific statutory standards of 

the Proposed Rule, there must be a deiMns a showing that the existing 

section 206 ot the FPA are sahsfled. Were 

RTOASO tariffs “^“tn206 mLbe shown to be just, reasonable, and 

any remedy propo reasons discussed below, the 

terminate Docket No. RM18-1-000. 

,5. Neitethe Proposed and 

threshold statutory requirement o em resilience or reliability issues due to 

unreasonable. While some commenters ““aff fdo not 
potential retirements of particular ^“ourc^, we find I„ 

demonstrate the unjustness or umeasona RXOs/ISOs do not point to any past or 


2 . 16 US.C.§ 824^a) (2012). See also, e.g., Emera Maine v. 

25 (D.C. Cir. 2017) (“Wifli^ F.3d 346, 353 

(Drcr2Werardl-oLhether 

Sipostag newjtit and reasonable rates, [petitioner] still must complete step one, 
toon^ting L PJM-s existing rates are unjust and unreasonable. ). 

22 16 U.S.C. § 824e(a) (2012). 

22 See e g PSEG Companies Initial Comments at 5-6, Exelon Corporation Ini 
comment S 1f25-26; FirstEnergy Service Company and its named affiliates 
(FirstEnergy) Initial Comments at 32-34. 

tidtialC^niraT^risSuaf^^^^^^ 

System Operator, Inc. (MISO) Initial Comments at 5-11. 
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16. Turning to the second prong of the section J„7^"^;^L‘dkfsTn«d 

Rule would allow a^l demonstrate that such an outcome 

Tuld : uSd r^onable.^t „ ^so has not ,,, 

« The goals of the price formation so 

competition and ensuring that market prices re ec constraints. See Price 

that prices acc^ately se^icTMarketlOperated by Regional Transmission 

Formation in Energy and Ancillaiy S Notice Inviting Post-Technical 

Organizations and Independent System Ope , (Notice Inviting 

WoW Comments, Docket Na ^01444-000 at 1^^ Operated by 

Comments); Price Formation in f 

Regional ^ransmi^^ Thus, that 

Docket No. AD 1 4-14-000 (Jun , ^ power system resilience, 

proceeding does not tooWe ^en an „ewiy establishing hem. 

r;“me weather conditio..o^^^^^^^ 

ltL"rSl‘;“ iocattd in a consuained area may no. assist with the 
resilience of the bulk power system to warrant that ra e. 

28 To be clear, notwithstanding our ruling ^he^esiUence of its 

address the issue. 
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certain resources to be eligible for the rate, thereby excluding other resources that may 
have resilience attributes. 

C. r.lH,.in, a New p-nreedinn and Est -hlishi-P Additional Procedu res 
on Resilience 

17 Even though we are terminating Docket No. RM184-000 the Commission 
concluded that it must remain vigilant with respect to resilience cha enges. 

Proposed Rule failed to satisly the fundamental legal requirements of section 206 rf *e 
FPA the Proposed Rule and the record developed to date have shed additional g 
resilience more genei-ally and on the need for further examination by the Commission and 

market participants of the risks that the bulk power ^ 

those tisks in the changing electnc markets. As the DOb Or ^ ^ , 

fotum^erwelave seen a variety of economic, environmental and policy dnvers that 
are changing the way electricity is procured and used.^^ These changes presen 
Off—s and chdlenges regarding the reliaWlity, affordability »d ^ 

profile of each region's electric system. These changes may impacts resihence of the 
bulk DOWer system. As we navigate these changes, the Commission s mar , 

transLsion planning rules, and reliability standards should evolve as needed to addres 
the bulk power system’s continued reliability and resilience. 

18 Therefore we are initiating a new proceeding, Docket No. . 

mke ad«»ps to explore riilience issues in the RTOs/lSOs. The goal of this 
moceeding is: (1) to develop a common understanding among the Commission, 

Ldustrv ^d oAers of what resilience of the bulk power system means and requires, 

^2) to mderstand how each RTO and ISO assesses resilience m its geo^aphic footprint, 
and to use this information to evaluate whether additional Commission action 
raiding rmene^is apprapriate at this time. This examination of the resilience of the 
bidk nower system will be a priority of the Commission. Therefore, as described bel , 
we dLct each RTO and ISO to submit specific information regarding the resi lence o i 

respective region within 60 days. 


Staff Report to the Secretary on Electricity Markets and Reliability, 

0Markets%20and%20Reliability_0.pdf. 

On December 14,2017, NERC issued its 2017 Long-term Reliability 
Assessment. That assessment reinforces the continuing need for the Commission to be 
vigilant and to make the resilience of the bulk power system a priority of the 
Commission. 
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• t tViA ■rtOsASOs are well-suited to understand the needs of their 

19 . We recognize ^ address resilience given their individual 

respective regions miU^ly ^ po 33 P 3 le aspect of grid 

geographic needs. Although th P ^ evaluation of grid resilience 

resilience - secure onsite fuel^ ^ instead encompass a broader 

should not be limited to that sing e ^ electric market rules, planning and 

Iram^ssion pling, 

standards have a critical role to p ay in orovide interested entities an 

'^TO/ISO submissions within 30 days ot 

the due date of those submissions.^* 

20. We anticipate that the RTO/ISO “b™"® any 

address resilience of the bulk f the regions The submissions also will 

&rRTolTSoTthl'op^°rt^niV^^ discuss potential paths forward for addressing any 
SStSd "pTsuTon theLlienee of the bulk power system. 


1 . 


A Common Underst a nding of Resilien ce 


21. In order to appropriately study adlilv^a coi^^^^^ 

RTOASO regions, we think it is appropriate to first achieve a coim 

what resilience is in the context of the bulk power system. 


" 7 „ xr p RTOs/ISOs should not be understood to mean that we believe 

31 Our focus on the RTOs/iSUs ^^oui conclude that 

that those systems are less resilient that non-RT g consideration 

arargetedpr^e^ing^^^^^ 

rsi“e“s:p4^^ 

X7EhoiSm“Regional Shhe Committees or ote venues to address 
resilience at the distribution level. 
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gridS™^ 

bulk power system to withstand or recover from disruptive events). 

23. To help guide consideration of issues related to resilience of the bulk power 
system, the Commission understands resilience to mean: 


3J National InfrasmTcture Advisory Council, A Framework for Establishmg 
critical “LZe Resilience Goals: Final Report and Recommendattons by the 

Council at 15 (Oct. 2010). 

» National Academy of Sciences, Enhmcmg the ‘^f‘^"^‘^.%XZailable at 

33 PJM Interconnection, L.L.C., PJM’s Evolving Resource Mix and System 

evolving-resource-mix-and-system-reliability.ashx. 

33 Michael Moore, Independent Consultant, Commems at Nudf^ Ener^^^^^^^ 

(Feb. 12,2013)). Am nmrTTWTIAl 

37 c o- rnmTTients of Utility Workers Union of America, AFL-CIO ( ) 

at 5-6 (citing PM ^Evolving Resource Mix and System Reliability)-. FirstEnergy Imtral 
Comments at 17. 
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The ability to withstand and reduce the magnilude and/or 
duration of disruptive events, which includes the capabi i y 
anticipate, absorb, adapt to, and/or rapidly recover from such 

an event.^* 

We seek comment from the RTOs and ISOs on used above 

described above. We also ask for of the 

require further elaboration to ensure a common understanding t g 

particular types of disruptive events). 

24. Resilience could encompass a range »f 

allow the grid to withstand, adapt to requires that we both 

steps, if any, needed to ensure those risks are addressed. 


2 . 


TTnw RTQs/ISQs Asse ss Threats to Resilience 


,, c-..-.. .. a. 

the resilience of its system. 1^'^eiy impact how each RTOASO 

’"^'Ts’rSlietc^n irre^on The Commission directs the RTOsASOs to address 
^"qS^/s on this issue and, as needed, to highlight any umque resilience 

challenges that exist in their respective regions, 
mid-, or long-term challenges? 

(b) How do you assess the impact and lilcelihood of resilience risks 

Please explain how you identify and plan for risks associated with 
high-impact, low-frequency the 

extended fuel supply i^npact and likelihood of high-impact, 

challenges you face in ^ S describe what additional information, if 

3S Generally based on the National l"f“=ttueture Adviso^ ComciTs 
lnrrastmcu.re Resilience Final Report and Recommendattons at 8 (Sept. 8,2009). 

3’ The RTOsaSOs should not include Critical Energy/Electric Infrastructure 
Information (CEII) in their submissions. 
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(d) Should each RTO/ISO be required to identify resilience needs by assessing 
ts portfolio of resources against contingencies that could result in 'h® ^ “ 
imSability of key infrastructure and systems? For example, should RTO ASOs 
as a resilience threat the potential for multiple outages that “nd ^ 
with each other, such as ita group of generators share ^ 

(eg a correlated generator outage event, such as a wide-scale p 

supply that could result in outages of a greater number of ge^ratmg facilmes). 

The RTOs/ISOs should also discuss resilience threats other than o g 
^rrelated outage approach. Do RTOs/ISOs currently consider these types of 
possibilities, and if so, how is this information used? 

ref Identify any studies that have been conducted, are currently in progress, or 
nlameTto^Tperformed in the future to identify the ability o f the bulk power 
svstem to withstand a high-impact, low-frequency event (e.g., physical and cyber 
attaM^s, extenL fuel supply disruptions, or extreme weather events). 
Please describe whether any such studies are conducted as p o a pen 
review process or conducted on an as-needed basis. 

(f) In these studies, what specific events and contingencies are sheeted, 
modeled, and assessed? How are these events and contingencies selected. 

(e-l What criteria (e.g., load loss (MW)), duration of load te, vulnerability of 
SieratroiCs, dLlin of generator outages, etc.) am used these 
Ltermine if the bulk power system will reasonably be able to withstand a hig 
topact, low-frequency event? Are the studies based on probabilistic analyses or 

deterministic analyses? 

(h) Do any studies that you have conducted indicate whether the bulk PO^er 

is abllto reasonably withstand a high-impact, low frequency event? If so, 
please describe any actions you have taken or are planning as mitigation, 
whether additional actions are needed. 

(i) How do you determine whether the threats from severe disturbmees, such 

as those from low probability, high impact events require mitigation? Please 
describe or criteria you currently use or othenvise believe are 

useful in determining whether certam threats require mitigation. 


« The Commission is not directing that these studies be included in the RTO/ISO 
snbmissioit med in response to this order. Instead, die RTOs/ISOs are required to 
identify and describe such studies m their submissions. 
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low frequency events? 

(k) What attributes of the bulk to 

IJsirSe^cetm^ 

E—— 

these requirements change by location or other factors. 

(m) To what extent do you eonsite 
ge^rTtiouTtadogieTdiS^^^^ 

different generation technologies used in your system perform 
challenges. 

system from these challenges. 

How could these studies inform planning or operations. 

(r) Have you performed after-the-fact analyses describe 

implemented. 
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3 T¥n^ WTOs/IS ^s Mitigate Threats to Resilience 

26. OnceanRTO/ISOidentmesaparticularneed^^^^^^^ 

various ways to mitigate such risk, adequate generation capacity to 

programs require reserve margms nec further RTO and ISO day-ahead and 

meet peak load conditions throug ou e y ■ ^-.^j^Jj^ission system assuming the loss 
real-time markets generally secure an RTOs/ISOs may take additional 

of the larges, vulnerable such as procuring 

actions to address concerns beyond j ie„ented shortage pricmg 

additional operating reserves. In 2014, tor P , reasonably materialize and 

for operating reserves procured to "not otherwise account.- 

for which PJM’s normal reserve P™®- commitment process to address regionally 
Further, all RTOsrtSOs have a r^idu I ,osoumes that provide ancillary services, 

without the need for auxiliary power from the grid. 

tsX^ any exishng opera«^^^ 

:“rrdS“siL^ 

outage evente) and s-V“^P/^foped hr order to ensure their 


P JMInterconnection, L.L.C., 151 FERC 61,017 (2014). 

« Staff Analysis of Operator-InUiated Commitments in RTO and ISO Markets, 

1 Anu 14 000 at 10-14 (Dec. 2014), 
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(c) Are there other generation or transmission services that support resilience? 

If yes, please describe the service, how it supports resilience, and how it is 
procured. 

(d) How do existing operating procedures, reliability standards (e.g., N-1 
NERC TPL contingencies), and RTO/ISO planning processes (e.g., resource 
adequacy programs or regional transmission planning) currently consider and 
address resilience? 

(e) Are there any market-based constructs, operating procedures, NERC 
reliability standards, or planning processes that should be modified to better 
address resilience? If so, please describe the potential modifications. 

D. Conclusion 

28. Promoting the resilience of the bulk power system is an important issue for the 
Commission. Each RTO/ISO should take a proactive stance on addressing and ensuring 
resilience. We are encouraged by efforts underway in PIM**^ and IS 0-1^ to better 
understand vulnerabilities in their systems, and support similar efforts in other regions 
where analyses of potential resilience issues could be helpful. We also are encouraged by 
the ongoing work in MISO^® to develop a long-term plan to address changing system 
needs in light of an evolving resource mix. At the heart of each of these initiatives is 
collaboration between RTOs/ISOs and their stakeholders, and we look forward to 
receiving stakeholder input on the submissions. As noted above, the topic of the new 
proceeding - resilience of the bulk power system - will remain a priority of the 
Commission and we expect to review the additional material and promptly decide 
whether additional Commission action on this issue is warranted. 


See PJM’s Evolving Resource Mix and System Reliability supra note 35. 

44 See ISO-NE Initial Comments at 7 (“[T]he ISO has an upcoming process 
planned to quantify risks related to fuel security.”)- 

45 See MISO Initial Comments at 8 (“MISO values discrete reliability attributes for 
generation resources through proven market-based mechanisms and continues to work 
with stakeholders on further market-based reliability improvements. Through its Market 
Roadmap, MISO is exploring several such initiatives...”). 
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The Comm ission orders: 

the RTO/ISO submissions. 

(B) The proceeding in Docket No. RM18-1-000 is hereby terminated, as 
discussed in the body of this order. 

. . T T:'t...... r-Uattf-ripp and Glick are concurring with 

By the Commission. Commissioners LaFleur. Chatterjee, ana oiicK 


(SEAL) 


Kimberly D. Bose, 
Secretary. 
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LaFLEUR, Commissioner concurring'. 

Since I have been at the Commission, the reliability of the 
in serving customers has been my top priority. In my view, resilience — *e ability to 
withstand or recover from disruptive events and keep serving customers is 
TaueSLably an element of reliability. Indeed, I believe it has already mformed much 
of die Commission’s work on both market rules and reliability standards. As part of our 

continued work in this area, I support the Cotton’s ® 

nroceeding to explore how the RTOs/ISOs address the resilience of the gnd in then 
Cective region. whether there are additional steps the Commission should take to 

support resilience. 

I also strongly support the decision not to adopt the rule proposed by the Secretaty 
of Energy.^ As explained below, as well as in Commissioner Click’s separate statement, 
fdrnot Aink the Lord demonstrates the need for the Proposed Rule to support 
retliencr Further, even had a resilience issue been demonstrated, I have senous 
concerahcSe nature of the proposed remedy, which would address the issue not 
Z4“mtket rules but through out-of-market payments to certain designated resources. 

I write separately to expand on the larger context surromding the issues in this 
docket, and how I believe the Commission should approach them going forwar . 

While the challenge of providing reliable energy is constant, the nature of the 
challenge has necessarily changed as the resources, infrastructure, and "O^JiaUnd 
reeulatory structures relied upon to meet that challenge have evolved. Even before the 
h^etsTn^of electri^^^^^ the history of energy in this country has been one of continual 

1 See Grid Reliability and Resilience Pricing, 162 FERC161,012, at P 12 (2018). 

2 Proposed Rule on Grid Reliability and Resilience Pricing, Docket No. ^18-1- 
000 (2017) (Proposed Rule). The full text of the Proposed Rule can be found at. 

https-//enerpvpov/downloads/notice-prop osed -rulemaking-gnd-resiliencv-pricing-r u__. 
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change and progress. We have 

19® of the 20® cetSjiy” The mid-20“' century saw the commercialization of 

LuSn “X"in the cenmry by the large-scale introduction of 
“Scjcle generation and early-stage non-hydro renewables. 

Commission or its predecessors. ri reasonable and customers 

totechnolo^^^sur^^^^^^ 

were served reliably S for access to new technologies and 

the late wholesal?power 

federal policy and customer choices. 

With these new technologies have come changes in h^'sSs 

energy on^AfmSfh^ there have been market 

“r S."SiCr— 

Commission, and must continue to be. 

As the recent Department of Energy grid study’ and numerous analyses by 

I StaffReport to the Secretary on Electricity Markets and Reliability, United States 
Department 
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NERC”* have noted, the transformation of the resource niix to date has 

without oompromising reliabUity.’ However. ' 7 ™ 8 that this con 

requires continued diligence, and the inquiry we begin in this docket will support that 

ongoing effort. 

Where the Commission has seen evidence of the need for greater system resilience 
in a changing resource mix, it has acted to ensure that such resilience was ptovi e 
Las gSy done so by overseeing changes to market design (defimng needed resole 
“ance. and using competition to obtain it).‘ 

tariffs (requiring that certain essential reliability services be provid^), or mandator 
reliability stanctods.* In each case, the Commission has recognized a customer need, 


nMarkets%2nand%20Rel iabilitv O.pdf. 

‘ E.r. 2017 Long-term Reliability Assessment, North American Electric 


* Eg 2017 Long-term Reliability Assessment, ixuiui . 

^7017 'Fiytnl ntif. 


LTRA 121 


^7.017 Final.pdf . 

® Indeed, as Commissioner Glick correctly notes in his concurrence, new resource 
additions have in some ways strengthened the resilience of the power system. For 
example notwithstanding alleged concerns by some about the loss of fuel diversity, the 
„ mSTn many regions of the country (such as that served by PJM Interconnection, 
L.L.C.) is more diverse than ever before as new technologies and resources are 
introduced. 

^E.g., PJMInterconmCion. L.LC.. 151 FERCl 61,208 155 

FFRC H 61 157 (2016), affd sub nom. Advanced Energy Mgmt All v, FER ^ * 

656 (D.C. Cir. 2017) (approving market otoges to 16n72 

svstem stress')* ISO New England Inc. and New England Pwr. Pool, 147 FER 1 ’ 

120141 reh's denied 153 FERC 161,223 (2015), appeal pending sub nom. New England 
fZrZnfraZt'r, v. FfllC, No. 16-1023 (D.C. Cir. filed Jan. 19,2016) (same); 
Cal Indep. Sys. Operator Corp., 156 FERC 1 61,226 (2016) (^oving ramping 
products to complement increased variability and uncertainty); Midcontinent Indep. Sys. 
Operator, Inc., 149 FERC K 61,095 (2014) (same). 

’ E.g., Reactive Power Requirements for Non-Synchronous Generation No. 

R97 R1 Fed Ree 40 793 (June 23, 2016), FERC Stats. & Regs. H 31,385 (2016), 
Ziu~f!;Fr„ and VoUage RUe nrough o/W/ G^aang 

Facilities, Order No. 828, 81 Fed. Reg. 50,290 (Aug. 1, 2016), 156 FERC H 61,062 

(2016). 

® Kg., Frequency Response and Frequency Bias Setting Reliability Standard, 
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relied upon evidence to defme it in a 

transparently price It or ratabhs e ” ^ j j jemonsti-ates unmet 

proposed remedy, which the ability of the 

what services needed to be needV-fairly, 

market to meet customer needs incl * ^ yesterday’s resources in place 

today or toward which it is trending in the future. 

I believe the Commission should 

transition from the past but on easing ^ e resilience within a system that is likely 

guide grid operators in more distributed, and deployed by an 

to be cleaner, more dynamic, in so ^ ^ adapt to 

efficient market for thelre^toc„ 

rf Z indusZ suggests am Inevitable. 

For these reasons, I respectfully concur. 


Cheryl A. LaFleur 
Commissioner 


Order No. 794,146 FERC161,024 (2014). 
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CHATTERJEE, Commissioner, concurring. 

I concur in this order with the “P'f 

systematic effort by the Commission, ove ,„„„ 3 S of this effort will require the 

riiUenee of the nation's bulk power the bounds of its 

I applaud Sfthe'ii^^ of*® P®™" system to 

conversation on this urgent cha ® * • . jj 3 od safety, we must ensure its 

our nation's security, economic stabili y, and pubjic^n ^ 

tooughourtopro^Xrhas^ 

Se;t""n“k «to receiving responses to the questions posed to the 
RTOs/ISOs, and comments from interested entities. 

Neverthe,ess,Inius.voicemyconcem^«^*^^^^^^^ 

the interim period prior to the 0 °"® ^ ^ ,3 complete. But I believe that the 

regulatory reform efforts often can “^'^J^Xce of considering, as soon as 
record compiled in this proceedmg ‘bSd to avoid near-term bulk power 

our generation resource mix. 

The scale and pace °f X" meS™?S"al'lat H MW 
alone, the U.S. added approximately 15, 3 ^00 MW of distributed solar 

-Administration, Electricity, availaile a, 
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eenerating capacity (e.g., coal, nuclear, and natural gas) retired between 2011 and 2014 

lith an additional seven nuclear units (representing 10,500 MW 
planning retirement by 2025.^ Commenters express an expectation that those trends w 
continue in the years ahead, with many nuclear and coal units particularly at ns o 
economic retirement despite their significant contribution to bulk power system 

resilience.^ 

The changing generation resource mix underscores the need to consider whether 
near-teim measures are warranted notwithstanding the actions the 
in recent years that are outlined in today’s order. Specifically, fTO/ISO mjket 

design mihanisms are intended to incent generation resource owners to manage the fuel 
supply risks they can control - not the spectrum of fuel supply risks beyond their 
control.'* The record clearly suggests that the latter class of risks are increasing y 
significant due to shifts in the generation mix and the fast-evolvmg national security 
threat environment.® Neither current RTOASO tariffs nor the NERC Reliabi i y 


https t//www,ei3<.gov/el6ctricity/aiiriual/ba^ckissucs.htrnl. 

2 NERC Comments, Docket No. RM18-1-000, at 4-5 (filed Oct. 23, 2017). 

3 See e.K. Reply Comments of Peabody Energy Corporation, Docket No. RMl 8- 
1-000 at lo’ (filed Nov. 7, 2017); Reply Comments of the Nuclear Energy Institute, 
Do^mo. kll 8-1-000, at 6-11 (filed Nov. 7,2017);... also NERC Co^ents at 4-6 
(notkig the resilience contributions of coal and nuclear generation s dependable capacity, 
inertia and voltage control services, and fuel security). 

'* The Commission has approved market constructs providing fmancial incentives 

for resource owners to procure firm fuel arrangemente either throu^ 6^172 at 

capacity or dual fuel capability. See. e.g., ISO New England Inc., 147 FERC161,172 a 
P 36 (2014) (endorsing pay-for-performance program); PJMInterconnec ion, .. ., 
FERC 161,208, at P 22 (2015) (approving PJM’s capacity performance construct). 5. 

also Wholesale Competition in Regions with 

719, FERC Stats. & Regs. If 31,281 (2008), order on reh & ^r No^ ^ 252 

Stats & Regs. If 31,292 (2009), order on reh’g, Order No. 719-B, 129 FERC 1 61,2 
(2009) (requiring RTO/ISO scarcity pricing that incents firm fuel anangements). But 
generation resource owners relying on fuels delivered “just-in-time o si e supp 

are not capable of managing risks to (1) the infrastructure that transports these s (ag 
pipelines); and (2) the infrastructure that supplies these fuels (e.g., natural gas wellheads). 

s 5.. ..g., Exelon Coiporation Comments, Docket No. RM18-1-000, Stockton 
Test, at 5-6, 13 (filed Oct. 23,2017);... also Congressional Research Service, Pipeline 


Cybersecurity: Federal Policy (Apr. 19,2016). 
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Standards require RTOs/ISOs to 

resilience risks and mitigate their ^ ^e unjust and unreasonable 

SXas™e;mapalq“te7y compensate r^urces for their contributions to bu 

power system resilience. 

Cot.equent,y.Ibe.ievei.wo,ddhaveb^^^^^ ^ 

proceeding in *'^iTderal Power Act directing each RTO/ISO to cither 

Se "rome^^ecd^ established today or (2) show cause why rt 
should not be required to do so. 

Given the nascence of the RTOs^/ISOs with 

resilience. I believe that it would have ^ ^ measures needed. In particular, 

latitude in define which resources provide 

I would have allowed RTOs/lSU mtirliLsion of the proceeding initiated in 

attributes and ate at tLhdetailed knowledge of their own systems, the 

Docket No. AD18-7-000. Because °f “ Jlie„ce risks in their 

RTOs/ISOs are well-position^ ° “"SS^s that would most effectively mitigate those 
footprints, to identify the m, to meet their needs. Such an approach 

risks, and to tailor appropriate ^7"^, potentially unjust and 
would have struck an balance to y yP^ consumers and 

unreasonable compensation practices ^ ^ reforms. In addition, such an 

markets as the Commission ^ nrobability of retirement of resources which 

Xe;^^“wem d— 

resilience previously has 

mechanisms as a means to ^ d solutions and would have urged 

markets. I share this prefemnce for m^^ However, the 

RTOs/ISOs to identify market mec out-of-market solutions might be 

Commission also has recognize ^ a ccordingly I would have required that tariff 
appropriate in certain circumstances. According y, 

--- 7 JT \AA PPTt rf61204atP21 (accepting ISO-NE tariff 

See ISO New England Inc. > 1 payments to resources to ensure 

provisions to provide for short-term out- P^ Operator, Inc., 150 

reliability in the 2013-2014 winter pe^od J^ed that our 

FERC161,116 atP 2 (‘‘While the mechanist to ensme that the resulting rates 

"issiou has auo recogniz«i ftat short-tertU remedies. 
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revisions proposed by the endeavor W toeTted 

SpS^nCTl “ 

resort. 

AS I explained consistently over the past few 

effort with respect to an interim step ® | raised. 1 believe an order as 

markets, and would address the issues ^ would have preferred such an 

b^y today’s order, which represents a positive step 
forward in addressing these critical issues. 

For these reasons, I respectfully concur. 


Neil Chatterjee, Commissioner 


such as RMR agreements, rnay be appropriate in 
immediate problem at hand. ). 


certain circumstances to address an 
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GLICK, Commissioner, concurring: 

I fully support the Commission’s action today to initiate a new proceeding 

than seeking to preserve the status quo. 

I write seoarately to explain my rationale for concluding that the Proposed Rule is 

that standard. 

As today’s order recognizes, the record in this proceeding as w^l as the other 
proceedC retonced by tht Department^^oes not support the Deparhnent s 

1 42 U.S.C. § 7173 (2012). 

216 U.S.C. § 824e(2012). 

3 Grid Resiliency Pricing Rule, 82 Fed. Reg. 46,940,46,944-45 (2017). 
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t tinn that the tariffs of certain RTOs and ISOs are unjust and unreasonable 

that cLnees in the generation mix, including the retirement of coal and nuclear 
,ene.Js.haveno.a— 

rv”rstaraj^fglnlratton resources, including natural gas, solar, wind, and geothermal, 

Smissta [rmtfe*Xfte1J!Sn«d evolution of the bulk power system. 

Nor does the record support the Department’s proposed remedy: A multi-billion 
dollar bailout targeted at coal and nuclear generating facilities.® There is no evi 

that temporarily delaying the retirement of u-ompetiUv^ 

e system^s ttra. have faced the nros. signifrcant challenges 
during extreme weather events. 



V ± 

5 See e.g. PJM Independent Market Monitor Comments at 5 (eshmatmgth^^ 

Proposed Rule would have cost consumers in PJM an additional $30 i ion in 
Son in 2016); Joint Indus^y Co^enters, 

report estimating that the NYISO); see also Electricity 

out-of-market payments annually , , i . c /summarizing cost estimates 

^uSo’'r”Sr?ro'f w^h ara. the Proposed Rule would cost 

consumers billions of dollars). 

‘ See Joint Indushy Commentcrs at 3 (citing a Rhodium t^oup study showing that 

“0 OOOOT^XofT^tlcr-houm lost to outage were caused by fuel supply 
0.00007 /. 01 cffito oepartment of 

^:ry:QuS'E^“ 

.p^ 20E)lectricity^^20System SHabmt/»S^urity%2C%20^^^^^^ 

sufence^df (“Electricity outages disproportionately stem from disruptions on the 
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In addition, coai and nuclear generators face resilience challenges of 
As has been well-documented, many coal and nuclear plants wl* significant on-site fuel 
sunnlies have failed to function during extreme weather events because those fue 
siinnlies froze flooded or were otherwise unavailable.’ In fact, miUal reports indica 
Zttl-C'SLs accounted for nearly half of all forced outages in PI W « 
week’s period of extreme temperatures. Similarly, durmgthe same P0."0<I- P’^ 

Nuclear Power Station was manually removed from service complicating efforts to serve 

load within ISO-NE. And, even when fully operational, many coal and nuclem 

^t"re incapable of providing all the NERC-defined essential reliability services.- 
ft is perhaps for that reason that the Department’s Qnd Study recommended pursuing 
“whLsale market and product designs that recognize ^ 

by compensating providers for the value of [essential reliabi i y servi 

technology-neutral basis.”^ 

Finally, I am sympathetic to the plight of coal miners, who have been 
disproportionately affected as coal’s share of the generation mK has declined. These 
men and women went to work every day, at considerable risk to their health and safety, to 
supply coal when it was needed most. Many of those same considerations c’dend 
inSuals employed at recently or soon-to-be decommissioned nuclear power p 


distribution system (over 90 percent of electric power inteiruptions), bo* in terns of the 

duration and frequency of outages.... Damage to the T numbers 

infrequent, can result in more widespread major power outages that affect large numbers 

of customers with significant economic consequences. ). 

’ For example, more than 15 gigawatts of coal and 
offline during the 2014 Polar Vortex as temperatures fell below tee plants operat g 
tbrpsbolds Electric Power Supply Association Comments, Attachment A at 1 . 
“ly'nu^SlL^^^^ lying in the padr of hurricanes .e routinely taken offime as a 

precaution and not returned to service until after the threat has passed. 

« Department of Energy Grid Study at 71-72 (citing Joseph H Eto Lawrence 
Berkeley National Laboratory, Use of Frequency Response Metrics to Assess the 
Planning and Operating Requirements for Reliable Integration of Variable Renewable 
Generation (2010), available at https://www.ferc.gov/mdustries/electric/indus- 

acSmWcsponsernLcs-report^pdf). 

nuclear plants and large coal plants are operated at maximum ou^ut, as y q ^ 
are, they will be incapable of providing primary frequency response, one of the essenttat 

reliability services identified by NERC. 

’ Department of Energy Grid Study at 100 (emphasis added). 
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we have a history in this co^try helping *0^-^ 

Mslatures. I. is no. a role Uta. hte Federal 

Power Act provides to the Commission. 

diverse challenges, including the threat of cyber or physical attacK 

such as die extreme weather events that »e ;;;:;^,%:Se would 

climate change. It is not without irony a . weather events by helping to 

Sake a serious r^iew of these challenges 
along with other concerns regarding the resilience of their sys 

"Ion s^sIrsC wtX^n die principal cause °f 


-..A research paper submitted to the record by Resources for the Futurejdmates 

d,atadopting^ePr<.osed^^^^ 

:r2Toorp~d:LIby2045by« 

and Nuclear Power Plants at 11 (Nov. 2017). 
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which the cyber and physical security of natural gas pipelines threatens the resilience of 
the bulk power system and how the Commission should address this issue. 

In conclusion, I am confident that the Commission will approach this new 
examination into the resilience of the bulk power system in the same manner it considers 
all other matters—with a non-partisan perspective and with a view solely on what the 
facts provide and the law requires. If the RTOs and ISOs demonstrate that the resilience 
of the bulk power system is threatened we should act. If not, we should move on. 

For these reasons, I respectfully concur. 


Richard Glick 
Commissioner 








WHITE HOUSE 

Presidential limits: Trump can’t come through for coal 

Peter Behr and Saqib RahJiti, E&E News reporters 
Published: Wednesday, August 23, 2017 

'Tell Cohn to do whatever these two want him to do. 

™is ^ndh.nd or ws dl« o„ 0» PT' “ 

co.lswller.rdui.ayEr»TOCon>,s(«Jieedil,.ar»s5r.l.«0-Asr»eslM,«Mtit«^^ 

SESSSSSHSSc 

were asking for. 

Ihe verge of bankruptcy." 

“Their banknjplcy will force Murtay Energy Coip. into immediate banhniptcy. pr^pUy 
mining jobs," with devastaling losses to those coal 

President Trump and for our coal miners and employees ( E&EWow? ^, Aug. 22). 

But Tmmp could not deliver for the men he called "my coal miners “ nor for Murray, one of •’f 

pacing the floor eiecllon nigbl, hoping for a Trump victory (Smmdm. Feb. ). 
of Ohio coal-fired power plants. Murray quoted Trump saying, "I want this done. 

E-3==si£-r™=~rs-:s: 

shale gas. 

2000 to deal with the California energy crisis. 

nOE sDokeswoman Shaylyn Hynes said in a statement to the Associated Press. “We look at the facte of each 
warrant the use of this emergency authority. 

MelissaPrywets. an associate lawprofessor atLewisA aarkLaw Sct«ol. said Murray's letter was"sel^ 

defeating," considering the help he was asking for. 

“A letter that begins witti a reference to President Trump telling an agency official to 'do v^ataver these two 
imperatives. Powers said. 

John Moore director of the Natural Resources Defense Council's Sustainable FERC ProjecL and NRDC clean 

unexpected outage offaciliKes" from events like ■VreathercondrtKJns or acts of God. 






An emergency order would have had symboBc value at firet. But what would be the benetil ot wdenng coal-fired 
powar plants to keep operating vrhen the adminislrab'on cannot order uUlities to buy their electricity—costing 
more than competitive power from gas generation? 

When Trump ordered help for Murray and the coat industry, he appeared to be "fonowing his insOncts,' as he said 
he always liked to do as a boss. 

But Trump this week, speaking about Afghanistan, said he realizes that decisions are differeorvihen you sit 
behind the desk in the Oval Office. In other words, when you’re preadent of the Urvted Slates.” 

As he sat behind that same desk, should Tnimp have been told that Murray’s request couldn’t be met? Was he 
improperly briefed? Was he briefed and then ignored aides, or did he make promises he knew he couldn’t keep, 

Twitter; @PeteBehrEENews j Email; pbehr@eerrews.tiet 
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Utility Says Power Plants Will Stay Open During 
Bankruptcy 

Attorneys for FirstEnergy Solutions say the company's coal and nuclear power plants will keep producing 
electricity while the company undergoes reorganization under bankruptcy. 


April 4,201 8 , at 10:32 a.m. 


f ( https ://w’ 




AKRON. Ohio (AP) - Attorneys for FirstEnergy Solutions say the company's coal and nuclear power plants 
will keep producing electricity while the company undergoes reorganization under bankruptcy. 

The FirstEnergy Corp. subsidiary told a U.S. Bankruptcy Court judge in Akron that it should have enough 
money to remain operating and pay its employees during the reorganization. 

FirstEnergy Solutions said while filing for bankruptcy protection on Saturday that it faces billions of dollars 
in debt and increasing pressure from natural gas power plants. 

The company operates two nuclear plants In AbMa -wathest-statea/dhto ). and one in ESDDsyliania 
r^p..«,,/he.!t.states/Denns vlvanl3k It also has coal-fired power plants in both states. 

But FirstEnergy Solutions said Tuesday that the long-term future of the plants remains in question. 

Last week, the utility said It intends to shut down its nuclear plants within three years. 

copyright 2018 The Aasnclated Press ( htlEtZm^ rights resented. This material may not be 

published, broadcast, rewritten or redistributed. 
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energy SoluUons bankniptcy could tote years; consumer impact review begins 
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FirstEnergy Solutions bankruptcy 
could take years; consumer impact 
review begins 

published: April 7,2018 - 6:40 PM I Updated: April 7,2018 -11:06 PM 

By Jim Mackinnon 

Beacon Journal/Ohio.com 


~SS=~B~Ss~S- 

bankruptcy lawyer. 

X A pffnrt*? have started to look into how consumers may be impacted as 

through tte early stages of the Chapter 11 bankruptcy process, 

FirstEnergy Solutions filed for bankruptcy protection in 

OhTo and one In Pennsylvania, as well as coal-fired power plants, 

So“ en off pLer plants and debt-laden FirstEnergy Solutions, 

There probably won’t be a quick resolution to the complex case, said one legal 
onlooker. 

■‘It can take, on the short end, five or sixyears fo resolve], 1 would think It can 
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nrslEnergy SoluUons bankruptcy could jqj- ^jye aOWtllOWn AKFOn 

T TmVctapter local individual bankruptcy cases. 

Ferrise aLo tSfbw Classes', including on bankruptcy, at Ihe Un.vers.ty of 
Akron. 

Critical docunients 

need 'the document to make informed bus.ness decisions, 

Thu otl.., crttM “ SI®"® S 

s, s -—■> ”• - “ 

the plan proposes, Ferrise said. 

While one 

“dShel'not ttok that was likely - and added If FirstEnergy decided that 
was its best option, the process could still take years. 

said. 

-rm a homer. 1 hope this goes well,” he said. «1 think that's a viable and reasonable 
thing to expect.” 

Sified"* 

as a Chapter 11 bankruptcy attorney. 

■■He is in his element. He's going to have a real good feel for this case," Ferrise 
said. 

Customers must wait 

„d bu*.. ” 


vva.lL a. Willie ol.v. iiwyv i.xiv- ^ 

pocketbooks. 

Tlie Public Utilities Commission of Ohio last week opened a o" ^ 
leS'o Ohio consumers from any adverse impact from the 

FirstEnergy Solutions bankruptcy filing. 

The PUCO has said the bankruptcy will not cause 

Lpplier is unable to fulfill its contractual responsibilities. 

,n its April 4 filing, the PUCO 

by FirstEnergy Solutions prior to the bankruptcy niing w 

The PUCO filing directs FitstEner^ Solutions « ««^y “ay 

crtomerstnSg^ernm^^^^ and to disclose any other 

material changes. 

The Ohio consumers' Counsel office said it will file comments for consumer 
protection in the PUCO case. 

“FirstEnergy Solutions has P‘'°P^J",,h® 

:rtS~Srd=ul^^^^^^^^ Ohio EihL and Toledo Edison 
are not part of the bankruptcy and their rates are unaffected. 

A FirstEnergy Solutions spokeswoman in early March said bankruptcies largely 
fnX credtors and have little Impact on residential customers. 

FirstEnergy Solutions cited costly 

demand and strong competition "heap Chapter 11. The 

of whom work at the power plants, with 118 

employees in Akron. 

Days prior to the bankruptcy fifing, 

Trump^administration to intervene to keep the plants running. 

While in west Virginia on Thursday, ^-XtaTp"" ^d nofnfme 
using emergency powers to keep coal and nudearplante 
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a t-avatc 

d"meet;ng ^th a FirstEnergy lobbyist. 

The next regularly scheduled hearing for FirstEnergy Solutions in U.S. 

Bankruptcy Court m Akron is 9 a.m. p 

Reporter Jim Mackinnon covers '^“^'"“^^^g^g^onjourMbTO^ Follow him 
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Unit Name ___ 


Beaver Valley U1 Nucle ar Generating Unit 
Beaver Valley U2 Nuclear Generating Unit 


Davis Besse U1 Nuclear Generating Unit_ 


Perry U1 Nuclear Generating Unit_ 


Hopewell James River Cogeneration_ 


Laurel Mountain Battery Storage_ 


Reichs Ford Road Landfill Generator_ 


Bayonne Cogen Plant (CC)_ 


Morris Landfill Generator_ 


Pleasants Power Station U1___ 


Pleasants Power Station U2 ___ 


Ev ergreen Power United Corstack _ 

Oyster Creek Nuclear Generating Station _ 

Marcus Hook Refinery Co-gen (MH50) {Sun Oil} 

Bellemeade ___ 

Bremo 3 ____ 

Bremo 4 _ _ _ 

Buggs Island 1 (Mecklenberg) __ 

Buggs Island 2 (Mecklenberg) _ 

Chesterfield 3 ___ 

Chesterfield 4 __ 

Possum Point 3 _ 

Possum Point 4 ___ 

Colver NUG _____ 

Crane 1 _ 

Crane 2 ____ 

Crane GTl _ 

Three Mile Island Unit 1 _ 

Edgecomb NUG _ 

Spruance NUG 1 ___ 

Spruance NUG 2 _ 

Killen 2 _ _ _ 

Killen GTl _ 

Stuart 2 point owned unit) _ 

Stuart 3 (joint owned unit) _ 

Stuart 4 (joint owned unit) _ 

Stuart Diesels 1-4 __ 

BL England 2 _____ 

Bay Shore 1 _ 

W H Sammis 2 _ 

W H Sammis 3 ___ 

W H Sammis 4 _ 

W M Sammis 1 ___ 

Sewaren 1 _ 

Sewaren 2 _ 

Sewaren 3 __ 


[Capacity 


909 


902 


896 


1247 


92 



265.7 


_n 

156 


69 


69 


100 


162.1 


96.7 


221 


Fuel Type 


Nuclear 


Nuclear 


Nuclear 


Nuclear 


Coal 


Battery 


Methane 


Natural Gas 


Methane 


Coal 


Coal 


Biomass 


Nuclear 


Natural Gas 


Natural Gas 


Natural Gas 


Natural Gas 


Coal 


Coal 


I Reliability Must R un (RMR) 


195 


14 


802.8 


Coal 


Natural Gas 


Natural Gas 


Coal 


Coal 


Coal 


Oil 


Nuclear 


Coal 


Coal 


Coal 


Coal 


580 Coal 


580.4 Coal 


577 Coal 


Oil 


1551 Coal _ 


136 Other 


160 Coal _ 


176 Coal 


172.6 Coal 


160 Coal _ 


102.8 Natural Gas 


118 Natural Gas 


106.21 Natural Gas 













































































Status _ 


Future Deactivatiori 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Transmission Owner Zone 


West Virginia 


Future Deactivation 


Future Deactivation 




Future Deactivation [West V irginia 


Future Deactivation 


Future Deactivation 




Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Future Deactivation 


Dominion 
APS 
APS 
PSEG 
Com Ed 


ME 
JCPL 
PECO 
Dominion 
Dominion 
Dominion 
Dominion 
Dominion 
Dominion 
Dominion 
Dominion 
Dominion 
" PENELEC 
BGE 
BGE 
BGE 
ME 

Dominion 

Dominion 

Dominion 


Future Deactivation 


Owner Notification Pate 


3/28/2018 _ 

13/28/2018 


3/28/2018_ 


3/28/2018_ 


3/14/2018_ 


3/14/201^_ 


3/1/2018_ 


2/28/2018_ 


2/16/2018_ 


2/16/2018_ 


2/16/2018_ 


2/2/2018_ 


2/2/2018 _ 


1/17/2018_ 


1/16/201^_ 


1/16/2018__ 


1/16/2018_ 


1/16/2018_ 


1/16/2018_ 


1/16/2018 _ 


1/16/201^_ 


1/16/2018_ 


11/22/2017_ 


10/27/2017_ 


10/27/2017_ 


10/27/2017_ 


5/30/2017 _ 


4/18/2017_ 


4/18/2017_ 


4/18/2017_ 


3/17/2017_ 


3/17/2017_ 


3/17/2017_ 


3/17/2017 _ 


3/17/2017 


3/17/2017_ 


12/28/2016_ 


7/22/2016 


7/22/2016_ 


7/22/2016_ 


7/22/2016_ 


7/22/2016_ 


1/12/2016_ 


1/12/2016_ 


1/12/2016 






















Requested Deactivation Date 


5/31/2021 _ 


10/31/2021 _ 


5/31/2020 _ 


5/31/2021 __ 


3/31/2019^_ 


6/6/2018 _ 


5/31/2018 _ 


6/1/2018 __ 


5/31/2018 _ 


1/1/2019 _ 


1/1/2019 _ 


5/3/2018 _ 


10/1/2018 _ 


6/1/2019 _ 


4/16/2018_ 


4/16/2018 __ 


4/16/2018_ 


4/16/201^__ 


4/16/2018 __ 


12/1/2018 _ 


12/1/2018 _ 


12/1/2018 _ 


12/1/2018 _ 


9 / 1/2020 _ 


6/1/2018 _ 


6/1/2018_ 


10/31/2019 _ 


9/30/2019 _ 


10/31/2020 _ 


1/12/2019 _ 


1/12/2019 _ 


6/1/2018_ 


6/1/2018 _ 


6/1/2018 _ 


6/1/2018_ 


6/1/2018 _ 


6/1/2018 _ 


4/30/201J__ 


10/1/2020 _ 


5/31/2020 _ 


5/31/2020_ 


5/31/2020_ 


5/31/2020 _ 


6/1/2018_ 


6/1/2018__ 


6/1/2018 _ 


Projected Deactivation Date 


5/31/2021 _ 


10/31/2021 _ 


5/31/2020__ 


5/31/2021_ 


3/31/2019 _ 


16/6/2018__ 


5/31/203^_ 


6/1/2018 _ 


15/31/2018_ 


1/1/2019__ 


1/1/2019 _ 


4/30/2018 _ 


10/1/2018_ 


6/1/2019__ 


4/16/2018_ 


4/16/2018_ 


14/16/2018_ 


4/16/2018_ 


14/16/2018__ 


12/1/2018 __ 


12/1/2018_ 


12/1/2018 


112/1/2018_ 


9/1/2020 __ 


6/1/2018 _ 


6/1/2018 


6/1/2018 


9/30/2019 _ 


110/31/2020_ 


1/12/2019_ 


1/12/2019_ 


16/1/2018_ 


16/1/2018__ 


6/1/2018__ 


6/1/2018 _ 


6/1/2018__ 


6/1/2018 _ 


14/30/2019_ 


10/1/2020__ 


5/31/2020 _ 


5/31/2020 


15/31/2020_ 


5/31/2020 _ 


6/1/2018 _ 


6/1/2018_ 


16/1/2018 _ 


Actual Deactivation Date 







Reliability Analysis 


Reliability analysis underway 


Reliability analysis underway 
Reliability analysis underway 

Reliability anal ysis underway ____ 

i Reliability analysis complete; n o impacts identified 
IReiiability analysis complete; no im p^s Identifie^ 
Reliability analysis complete; no im p^s identified 

Re liability analysis complete; no impacts identified 

iripntifipd 




Reliability analysis complete; no impacts identified 
Reliability analysis complete; no imp acts identrfie^ 
Reliability analysis complete; no impac ts identified 

Reliability issue identified ____ 

Reliability issue identified_ 
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U.S. Coal Mogul Murray Wants to Run Power Plants Too - Bloomberg 


U.S.Coal Mogul Murray Wants to Run Power Plants 
Too 

ByTimLoh 

April 10,2018,12:23 PM EDT 

Updated on April 10,2018,4:38 PM EDT 

From 


“» CEO Bob Murray says his company isn’t at risk of bankruptcy 
Plan would be ‘culmination’ of Murray’s life work, he says 


Murray Energy Corp. Chief Executive Officer Bob Murray wants to buy coal-fired power plants to 
shore up his mining company. 

An acquisition could happen as early as this year, allowing the company to mine coal, transport it to 
plants and then burn it to generate power, Murray said on the sidelines of the Bloomberg New 
Energy Finance Future of Energy Summit in New York. 



https;//www.b!ooiTiberg.com/news/articles/2018-04-10/coal-mogul-murray-wants-to-buy'POwer-plantS'lo-sustaln-business?utm_soijrce=Sailthru&utm_mediunn=email8, 
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U.S. Coal Mogul Murray WSnts to Run Power Plants Too - Bioonnberg 



Murray Energy CEO Bob 
10. Craig Warga 


Murray spaaks at Bloomberg Ne» E,«rgy Finance Future of Energy Summit in New York on Apr! 


"Ifd be the culmination of my life’s work,- he said. "It’s a new concept. If you control the fuel supply, 
you can price it how you want it. 

Murray has mulled such a purchase for at least 15 years but has come close only twice - both in the 
past couple of years. The problem has been money, as utilities typically sell off the sites capacity 
payments when they close coal fired plants. That creates cash-flow problems for a potentia uyer 

that could fester for several years. 

He has his eye on five different plants, including some of the assets of 

<httpsV/™bloombera.com/news/articles/2018:0±01icoa!:iet^ 

^ Ohio and Bruce Mansfield 

both of which are for sale. Also anractive is FirstEnergy Corp.’s 

^;^^flr5teneravcorp.com/conte nr/dnm;coruoramfeenerationmaEMSggMsaaSg^^ 

he said. The West Virginia facility is scheduled to close in early 2019. 


“If you can dig coal out of the ground, you sure as 
power plants better than the utilities can." 


heck can run a power plant,” he said. ‘ We can run 


FirstEnergy 

The possibility of going after FirstEnergy assets is an about face from last summer, when Murray said 
his company might get dragged into a restructuring by FirstEnergy Solutions. He dismissed that 

possibility Tuesday. 

Murray Energy is inabetter position this year asits overseas sales have boomed. Thecompany plans 

to export 22.5 million tons of coal this year, almost a third of its overall production and the most even 
f ,i„l^ ..f , 1 .. ...an pops to .faveli n Global Commodities —, a joint venture Murray e pe oim 
2015 with, among others, former Goldman Sachs Group Inc. employees. The London-based trader 
has the potential to grow as global coal demand continues to shift toward Asian maike s. 


■ _ loAH O A/l.-t n/Artal-TYinnl ll- 






*_source=Sailthru&utnn medium 




U.s. Coal Mogul Murray \Afants to Run Power Plants Too - Bloomberg 


u S Coal Mogul Murray waruj. --- 

‘"Xay--whohaschreesonsinthe.,40swo,M„gton^^^^^^^^^ 

Energy could own as many as five coal-fired He^s not sure if U.S. thermal 

coal a year, about a sixth of his forecast orann u^t^en as that wiil depend on whether the 

coal output will have fallen below 650 million tons a year by then, as that will P 
leaders of America’s utilities get behind coal. 



2008 ; 2009 ! 2010 

I Source: Bloomberg 




according to government forecasts. 


TO keep the lights from going out Mm.ay expect 


emergency so impressive 
power plants online. 


Thatconttovetsial action--undetSection«,2(c)ottheFederalPowet Act--is the«only 


now,” he said. 


Terms of Service Trademarks Privacy Policy 
©2018 Bloomberg L.P All Rights Reserved 


https://www,blQomberg 


.com/news/articies/2018-04-10/coal-mogul-murray-wants-to-buy-power- 


-plants-to-sustain-business?utm_source=Sallthm&utm_r 
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u s coal Mogul Murray WarUa lo Run Po«,» Hanta Too ■ Bloombors 
career, Med. In NYC Adverdae Ad Clrolce. Wabaire F~dbadr Help 
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Q. 


, .on-, understand the opposition between FirstEnergy and AER Don't they operate under the san.e set of rules?! 


AEP Ohio Answers 


Q 1 don’t understand the opposition between 
FirstEnergy and AEP. Don’t they operate under the 

same set of rules? 


a’: aT? OM: L are making the transition to a competitive market at different Umes. 

FirstEnergy started the switch in 1999, shortly after Ohio legislators p^sed Senate Bill 3. Ms allowed a 

majority of Ohioans to choose who they wanted to buy genera on ro 

At the same time, generation rates were redu^ by 5 percent and then frozen for five years. 

through 2010. 

Durhtg the same period, regulators repeatedly a^ed - 

^mitterom smera"Srve“u^ through 2015. We did the right thing for Ohro and rts 

rt"lers by providing below market generation rates to customers. 

c:m^arg"p»y f-:::ts'’™r.:nt.y dedicated to orstomers, but used by compehtors for 
profit. 


1. tony blankenship permalink increase to help pay for the cost of 

what a load of BS, 2 years ago aU the power not once did u drop prices when those cost came 

transporting fuel(because of the ra.se m gas "f mansporting said fuel is 

down instead u gave the manageinwt a igger _ , £^i. another raise, someday (and that 

back to those rate but the fuel itself has gone o y ,.- • pandering to big corporations, i 

day is gettag near) the average joe will get hrrf of am „Le so at least our 

thtak we need to regulate power compames ^ nn the OLD bribes, 

pay hikes will be used for all NEW bnbes and )ust not mamtance 



Q, I don'. .nda.,„nd ». « n»IEn«g, .nd AEP. Don't«», op.»t. under th, .an» aet of -UI..71AEP Ot*. Anawera 

2. Kaye Presutti permalink ^ ar^* with AEP let me tell you that as a 

Well Tony, it's clear you are pissed! However issa s e y generous with their bonuses; the 

Eir^t FnerVv customer I'm aware that First Energy has been no less generous wim 

need^tot^^^^^ 

of both companies will hopefully see legitimate competition. 

Reply 

3. Mark permalink , / • |^ .which translates to 

Ire do now.. .then . wouldn't have to tahe a pay 

cut...same thing with AEP. 

Reply 

4. Elizabeth permalink aco „„c+«Tr,pr<? So takine a paycut will not solve anything. 

The maiority of AEP employees are also AEP customers. So takmg a paycu 
they still have to pay their electric bills just like everyone else. 

Reply 

5. Edward Phillips permalink „ c +Up rkirkens are finally coming home to roost. I 

unfortunately for AEP and other "ol^me" 194 (not AEP). 

worked as a contractor with several o e eas ^ ^ personnel appeared 

During all of our meetings with management we ™i,ed the offices, 

to be not busy at all - many playing persona gain . gj^^^e these companies were 

several key management executives appeared^ P'ff levels. We later found 

regulated by state commissions, we cou im over*and above their costs so there was 

out that the companies were guaranteed a p oht by ,,g„lated by 

very Uttle by uneffiical accounting firms. To sum up, now that 

ESH^Cbrermi^^ 

Reply 

To^whSTnoH^sw^ Which is the best deal??? and Why? 

Reply 


https://aepohiaa^swera.com/2012/05/21/q-i-do^l.understand-the-oppo8ition-be^«ee^-firste^ergy-and-aep-donMhey-operate-u^der-the-samesetofru 
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Q. I don’t understand 


the opposition between FirstEnergy and 


AEP. Don’t they operate under the same 


/9ni 9/05/21 /q-i-dont-undersland-the-opposition 
wtr^c//«pnnhioanswers.com/2012/05/^^^q 


..K...n.ftr.iPnerav-and-aep-donHhey^operate-under-1 


■set-of-rules/ 




Document 61 


From: 

To; 

Subject: 

Date; 


justin Johnson 
AskQE 

Invoking Section 202(c) is bad. 
Sunday, April 15, 2018 3:13:26 PM 


Invoking Section 202(c) to bail out failing and dirty coal plants is stupid. Why p 
monev and effort working with cleaner natural gas and clean energy(wmd, so ar) sou . 
FirstEnergy and others like it could not see the writing on the wall that natoal gas and othe 
^iSfesXer^^^^^^^^ the way they should be moving then they need to die and let forward 

looking companies take over the market. 



Document 68 


Fromi 

To: 

Subject: 
Date 


justin Klinger 
AskOE 

Section 202c 

Sunday, April 15, 2018 4;16:13 PM 


.... . 

Republican and keep big government out of business. 

Assuming you'll continue to ignore the interests of taxpayers, 
Justin Klinger 



Document 69 



3uan Lang 

^ use section 202.C to keep uneconomical plants afloat 
Sunday, April 15, 2018 7:29:41 PM 


Date: * t"- • ___ 

Secretary Perry appears to be building a "“■ 

ta g^Lal, in order to be able be able to toclion without 

This is the wrong approach to tak ^ operator cannot, it can use existing 

major government interference. ^one If this is not enough to keep the gri 

”el,hiisms like bankruptcy Pf to. Stretching an existing statute 

whole healthy, this is a matter for eternally at war or in a state of disaster, to help 

of the statute's authors and an abuse of the secretary s 

power. 



Document 70 


From: 

To; 

Subject: 

Date: 


Leif Laudamus 


202c 

Sunday, Aprii 15, 2018 1:44:07 PM 


In regard to secretary Perry's invoking of 202c, in the opinion of this voter, this runs contrary 
to what our national long-term clean energy goals should be. There is no such thing as c 
coal." Anything other than the phasing out of coal- fired power plants runs counter to 
America's best interests. Sincerely, Leif Laudamus 





Document 71 


From! 

To: 

Subject: 

Date: 


Christina lemieux 
AskOE 

Corporate coal bailouts 
Sunday, April IS, 2018 4:37:57 PM 


T find it reorehensible to think that my tax dollars will go to bailout of a failing industry mat 
HappeLd to free market Enterprise? They failed after earning billions from 
Se^want Americans to pay to bail them out s they can profit of us. Communist 
because that can’t admit that they were wrong. No bailout. 



Document 72 


From: 

To; 

Subject: 
Date; 


Rob L"HeureLJX 
AskOE 

Federal Power Action section 202(c) 
Sunday, April 15, 2018 3:33:50 PM 


irwritlng as a private US cititer, regarding the potentiai for invoking section 202(c) with respect to 
FirstEnergy This power should not be invoked for this case. There is no energy crisis that demands 
immediate intervention. We are not at war, and the grid is not in any immediate danger. 

This is a failing business, which should not be rewarded with federal protection at taxpayer expense. 
They cannot provide energy reliably or cheaply enough on their own, and the market has value 
them appropriately. The federal government should encourage the market to better address 
infrastructure challenges like these, not reward failing investments. By allowing this company , 
it will create an opportunity for entrepreneurs and investors with more affordable and sustainable 


Ltn “there w“e an intmediate true crisis that demanded more electricity front the US, scaling up 
coal production to meet it would have hardly any lead time. Put your faith in American ingenuity, 
free markets, and opportunity - not fear, inefficient technology, and failing investments. 

Sincerely, 

Rob L'Heureux 




From: 

To: 

Subject: 
Date: 


ben lichtin 
AskQE 

the latest effort by the sec. of energy to burn coal 
Sunday, April IS, 2018 3:19:29 PM 


I am unalterably opposed to the latest crying wolf refrain by the Energy 
Secretary to prop up 

domestic old technology coal plants. His arguments are as transparently 
weak as the damage done to the environment 

is great if his latest stunt is approved. On the DOE website are the 
many examples which 

led to a 202c emergency order. HONE of these are remotely comparable to 
the situation 


of First Energy's mothballing of certain of its energy plants due to 
factors that have 

eveiything to do with competition in the domestic energy marketplace, 
that is, its bankruptcy, and nothing to do with 

resilience of the grid. There has been no concern expressed by anyone 
in the regions served by these plants that energy supplies 

will suffer as a result of these shutdowns. Have any of the affected 
state utility regulators expressed concern? 1 

am not aware of this. Nor did Peiry cite convincing examples of such in 
his recent testimony. 

So how this can possibly be characterized as a condition requiring 
imminent emergency invocation of202c? Are we 


doing government by hype and hysteria? 


The publicity stunt that this effort represents is not much more than 
an effort to circumvent the effect upon market supply 

forces unleashed by deregulation in the domestic energy supply market by 
using govemment authority 

to choose winners and losers. It is bad enough this comes from a 
republican. It is even worse that 

his effort is focused upon a genuine loser in the game. It is obscene 
that his effort is directed at getting more 

carbon based energy into the energy use mix. It is exactly the opposite 
of what we should be doing, and with 


govemment support. 



You can't justify approving this emergency invocation of202c if you 
believe in basing your 

decision upon consider.lion of .11 avilabte evidooco,» well 

as what commonly understood 

uses of the term "emergency" should mean. Getting caught up in and 

being swayed by the heated, ridiculously exaggerated 

rhetoric of Sec. Perry does no one, especially the domestic energy 
customer, ANY good at all. Indeed, the inevitable 

consequence of approving this request will be higher priees for the end 
user... something he failed to point out 

with nearly the same level of intensity. Curious fact that. Indeed, 
that dramatic choice he did articulate, between 

keeping warm or staying nourished, will be precisely the consequence of 
allowing these plants to operate with 

the higher prices required to keep them afloat. 

Are we all supposed to sit back and allow such evidently self 
contradictoiy and hysterical rhetoric to dictate 

policy for us? I would hope not. But times are very strange these days, 
and it is hard to say 

whether we are still functioning as an enlightened state that makes 
policy for the greater good 

by combining sound reasoning with a rigorous examination of all 
relevant evidence. 


Ben Lichtin 



Document 74 


From: 

To: 

Subject: 
Date: 


Matthew McHarg 
AskOE 

Do not enact 202c 
Sunday, April 15, 2018 11;40;46 AM 


No reason other than cronyism. 
Respectfully Yours 
Matthew G McHarg 
Sent from my iPad 



1 


Document 75 


thomas mcrae 
AskOE 

Sunday, April IS, 2018 ll;22:'ll AM 


Urn Sng to ask that you NOT invoke emergency powers that are neither necessary not 

l?“'rar’’rl^Jary™“e;rySStaorderm 

fasTSV^eordSfiZilTS^ 

. ?oa will be propping up ever-more eostly technologies to the detriment of cleaner and 
!SwrcTuSE the premature deaths of citizens to the eztent that coal mines and coal fired 
-You ciZmvenX mie of law and that capriciousness chills the very investments that will 

but instead expmiding it m the benefit of 

your donois and the rich and powerful who have access to the levers of govemm . 

I am hopeful that my comments and those of my fellow citizens will be considered in the 
decision making process. 


Sincerely, 
Thomas McRae 



Document 76 


From: Wesley Mokry 

Toj AskOE 

Subject: Use of Section 202(c) for non emergency 

Date: Sunday, April 15, 2018 11:35:49 AM 


Perry's con-uption doesn’t seem to end. A business failing because of poor decisions isn't a 
good reason for the government to bail it out. The only emergency situation is the poor 
running of government under the current president. The trump* administration is continuing to 
drain the swamp by making it a cesspool. 

*Lost the popular election by 2.8 MILLION votes - SAD. 




Document 77 


From: Christopher Cleary 

Toi MkOE 


Subject: 

Date: 


Nuclear power support 
Sunday, April 15, 2018 8:59:15 PM 


To whom it may concern 

I am a small business owner in the state of Pennsylvania that uses a ^gnificant amount of electric power that is very 
concerned about the prospect of the nuclear plant shutting down m Shippmgport PA. 

position where we really regret having lost this capacity. 

and stability. 


Christopher Oleary 
VP Operations 
Kenson Plastics 




Document 78 


From! 

To: 

Subject: 
Date 


Alfred Purzycki 

AskQE ^ 

Power Action sect]on202{c) - D.O.E. Comme 
Sunday, April 15, 2018 7:35:18 PM 


in regard to the Power Action s^ 202 (c) ^posed implementation. 
Energy. 

section 202(c) was designed for use in WARTIME and NATURAL DISASTER 

to power output. 

There is no WAR that is impacting the American People at this time. 

^ • atatttraT disaster that is still impacting the American 

Xratl'umeSrpLrtoIUco^ 

ignored.) 

Currently the DOE Secretary md Major 

reliability in the United States. 

Money proposed for the subsidy of nuclear and coal plants would be better spent 
for: 


Wind Energy (and associated research) 
Solar energy (and associated research) 
Utility Scale Battery Storage 
Hydro-electric and geothermal 
Natural Gas peaking plants 


Wind and Solar will decrease our e^r^nderendence. Look at 

X-e"— will dramatically f 

whatsornceofener^invoWed (^proven 

These top three can be done tor less, mu & 
existing, aging and unprofitable energy solutions. 




In closing, America needs to grandchildren and 

personally want something better for my , y ’ 

U grandchildren. I ^ "• 

my part to improve our cou ^ ^ ^ of Energy should do to Act in 

kakistocratical adi^mU^^ industry 

ppt5red Wireless Telecommunications Executive 


Alfred Z. Purzycki 
(b) (6) 



Document 79 


From: 

To: 

Subject: 

Date: 


Raelynn OLeary 
AskOE 

Nuclear Energy Support 


Sunday, April 15, 2018 9:47:57 PM 


To Whom it May Concern, 

writing in support ot»y m«,s»nts npcoss.ry to nttilntain o[.t«ions at the Beaver Valle, Nuclear plant. 

The nuclear plant, a, a source of reliable. S'l ive^trngTprn"willl" r“ 

™, hope that our policyntaUe. will take a iong-tenn view and do whatever it takes to leverage the Infraatnteture 
we already have in place as a way to maintain our energy security. 


Thank You, 
Raelynn O’Leary 
Beaver, PA 


Sent from my iPhone 



Document 80 


From: 

Toi 

Subject! 

Date: 


Nathan Schubert 

^ use of Federal Power Act Emergency Authority 
Sunday, April 15, 2018 10:28:59 AM 


UdLc:* ■ . .. . 

It is beyond ridiculous that federal more Lstainable 


Nathan Schubert, 
Pennsylvania, 17062. 



Document 81 


From; 

To; 

Subject: 

Date: 


specific instance 
AskOE 

202c For FirstEnergy 


Sunday, April 15, 2018 2:57i09 PM 


tn rescue FirstEnergy from bankruptcy. While 
I'm opposed to using the provisions ( ) ensure grid 

the development of a truly stable and secure energy gn . 


-Alex 



Document 82 



Brian Wirt 
Seattle, WA 


1 



Document 83 


From; 

To: 

Subject: 

Date: 


Joshua Zelinsky 
AskOE 

Use of Section 202(c) 

Sunday, April 15, 2018 10:54:00 AM 


To Whom It May Concern, 

clear that running coal ptanta at all f„. Pollution in the 

Muller, Mendelsohn, andNordhaus. 20 . p - ini rsv 1649-75. Moreover, the use 

national security problem. 


Sincerely, 
Josh Zelinsky 



Document 84 


From: 

To: 

Subject: 

Date: 


Frank Callaham 
AskOE 

FPA section 202(c) should NOT be used now., 
Monday, April 16, 2018 12;09:dl AM 


shutter. Power needs will 


Coal and Nuclear power plants should either stand on their own or shutter. I'ower neeu^ wx 
betlC based L supply and demand ^ we have an abundance of nahual gas. 

Stop politicteing the DOE to give a haiidoot to coal and focus on the import work of the 
DOE. 


Frank Callaham 
Austin, TX 



Document 85 


From; 

To: 

Subject: 

Date: 


Rick Cermak 

AskOE ^ 

Federal Power Action section 202Cc) 
Monday, April 16, 2018 12:42:46 AM 


a rule that would help coal and P ^ purpose of fulfilling a Trump campaign 

cost natural gas. This proposal ^as soldy for P^^ -^ow the Energy 

promise to reinvigorate the coal industry irf energy that only coal subsidies can solve. 

Secretary suggest that a emergencies that the government should 

Please reject this nonsense. There are many re 

address. 


Gratefully, 
Rick Cermak 
(b) (6) 



Donimeut 86 


Fromi 

To: 

Subject: 

Date: 


Doug Diamond 
ftskOE, 

Federal Power Action section 202(c) 
Monday, April 16, 2018 4:30:21 PM 


To whom it may coucem - 

I am writing to document my opposition to "^'^^^“ter'’exLmfwLte^^^^^^ of 
defined emergency situation as constituted by a natmal dtsaslei. eim 

uii6xpected teiTorist iuGident- 

While oiu- gi-id is definitely in need f 

What has been proposed ^ceutly, e^fnot viable production 

have riglitly devalued coal and fuel oil to P aijiUty^to build a stable, future-proof 

feLse they faifed to understand the way energy inaikets were moving, 
real-world practice prove this. 

So no. I would not support use of section 202(c) for any puniose other than a nanowly 
defined, unpredictable disaster event. 


Tliank you, 

Douglas Diamond 
(b) (6) 



Document 87 


From; 

To; 

Subject: 

Date: 

Attachments: 


bngoetz@wcnet,org 

Asi^ 

Section 202(c) 

Monday, April 16, 2018 12:51:50 PM 
FFRC.Odf 

QorrPtaTv Perrv.pdf 



Honorable Rick Perry, Secretary of Energy, 

My name is Brad Goetz. 1 am the Business Manager of IBEW LocalHlS. Until 
thL is a level playing field in the market we will continue to support 
iLclerenergyUbaseload generation. Loc^^^^^ 

S units appropriately for their full costs of operation by enacting 
section 202(c). Thank you for your time. 


Thank you. 
Brad Goetz 



October 13,2017 



Federal Energy Regulatory Commission 
Secretary of the Commission 
888 First Street, NE 
Washington, DC 20426 


Re; nrlH Tte^iliencv PricjpREuJs 

FERC Docket No. RM18-1 -000 


nu THE INTFRNATIONAL 


w/^mnr.ns.LO ^M ^ rule - 


0„ sep.en.ber 28. 20.7, .he Depnrtmen. of Energy ("DOE") iseued .he “Orid Reemency 

Pricing Rule” (d.e “Propoean ««c.in6 U.e Federal Energy Re8oln.ory Commiesion (“FERn .0 

reriUency a..ribn.es of eleCrle generarion sourees a. fully valued,” Such a rule, as eon.en,pla.ed 
by .he regulcory language of .he Propoaal. will ensure d,n. exlsliog nuclear nod coal-Rred elecmc 
generaling s«.ions in Ohio will be con.pensa.ed appropria»ly and fully for .heir cosUof operaUon 
3 „a „i„ avoid pren«.ure reriremen., Adoprion of .ha, rule will 0,us sus.alnd.e long-.enn v,ab....y 
Of erirical power plan., preserve and cr..e jobs. — elechic reliahilLy, w.d pmviae 
aubs.an.ial economic benef.. .o ^e many hard-worlring Americans living .hmughou. ,he reg.cn. 

IBBW Local 1413 snongly supports .he Proposal and shares Ihe Secremry’s urgency ta. 
FERC ac. promplly h. direc. operalors of organized marhe. ,o issue .he reguesmd n..e. FERC has 
the abilhy to act, ond must ad. wittmut undue delay .0 avoid premature closure of cruc.al power 
plan, and out members' loss of critical economic and reliability benef... FERC has thoroughly 
.aamined how elechic mmlre. ri.nc.ion and how .hose marhets affec. ri.e con.inued operation of 

crucial powerp,an.sneeded for re,iabi,i.y.brsome.ime.FERChas.hereriuisi.ebasi^ 

There is no .ime for delay. In addhion .o aCing promptly, FERC should also dime. organ.zed 


ectrical 





markel operalots to Issue u comprehensive and enduring set of rules, based on the regulatory 
hurguage of the Proposal, tor the proper compensation of critical power plants. Ptotracted 
proceedings undertaken by organized market opemtors that fail to develop fair, compensatory and 
.ranspamnt rules will only engender market uncertainty mtd delay in providing suff.eient 

compensationto these faeiIiUes..hereby jeopardizing the operutionofthe very planum 

seeks to maintain in operation, 

1. COMMUNICATIONS 

All communications, correspondence, and doemnents mlated to this proceeding should be 

directed to the following person: 

Brad Goetz 

President & Business Mgr, 

IBEW Local 1413 

PO Box 122, Oak Harbor, Ohio 43449 

(b) (6) 

bngoetz@wcnet.org 

n. description of IBEW local 1413 

IBEW Local 1413 is a progressive labor organization that represents security pro fessio 
Generation industry. 

description of IBEW IX)CAL 14»'S INTEREST IN PROCEEDING 
IBEW Local 1413 is a pariy to aeolleclive bargaining agraemeut with the owners of baseload coal 
and naelear power plmtls localed in Ohio. As a resull, the wages, terms and conditions of 
cmploynten. of our members mny be dtelly affeeted by dre actions mkcu by the FERC and 
opemtors of organized markers in this proceeding. Thus, IBEW Ueal 1413 members have a direct 
and substauUal interest in this pmceeding. As well, dte unique perspective of IBEW Imcal 1413 
and its members will only serve to enhance the record in this proceeding. 




IV. COMMENTS 

The where shugBlieg barelorrf eoal end nuclear power plants are located are 

dependent on dte Jobs and eco«>n,ic developntent opportunities the power plants p^vide. The 
recent decline in Ohio’s electric power industry, for example, has led to reductions tn operations 
end capital Inrpmvement expenditums at numemus power production and manufacturing facilities 
across Ohio. This has led to extreme hardship for the thousands of union workers employed in thu 

industry 3 S well as their families* 

It Is imperative that baseload coal and nuclear plants continue to operate in light of these 

di,ccircumstances.BaseloadcoalandnuclearplantsinOhioprovidethousandsofMWsofreliabfo 

power, and provide union jobs and economic oppormnities to IBEW Uca, 14.3 members. The 
Davis Besse and Bayshore generation stations directly employ approximately 144 IBE 
1413 members, and the maintenance and capiurl improvement work on these plants supports the 
local economy by creating thousands of well-paying union jobs for contractors. In addition, these 
plants contribute millions each year in smte and local mx revenues that support local schools, police 
and fire department and other viU. public services. The loss of jobs, tax revenue, and Ore ripple 
affect of such losses drtoughout the local economy, will have a severely detrimenml impact on the 

region. 

The issuance of a rule preserving the continued operation of resilient baseload coal and 
nuclear power plant will maintain a reliable supply of elechicity for foe region’s energy-intensive 
economy in two ways. First, the preservation of certain plants will avoid foe need to replace lost 
generation with imports and foe associated construction of infrastructure to facilitate such 
importation. Pmserving baseload coal and nuclear power plant will keep these needed, reliable 



facUittes tanning otee to homo withont the need to depend on dUtant resources, particularly during 
catastrophic events like severe storms, to Mfill our region’s dynamic need for reliable electricity. 

Second, premauire plant closures will deplete the stable of highly skilled (and specifically 
trained end experienced) employees, many of whom have lived in the region for several years and 
who lake great pride in their work. With a depletion of this skilled and experienced group of 
workers, and the possible replacement of these workers with more distant and perhaps less-skilled 
individuaU, we will see a direct and adverse impact on our ability to mamlain the generation 
faeilities that continue to operate and, as imfortanl. our ability to respond promptly to severe 
contingencies affecting the operation of these remaining plants in operation. In short, allowing 
baseload cool and nuclear power plants to close prematurely will have an adverse impact on the 
raliability of the region’s eleetrieity supply and on the reliable operation of the regional electricity 

system. 

Rales for the sale of electricity that are inadequate to sustain the operation of base load 
generation feeilities that provide reliability and resiliency support cannot be considered to be just 
end reasonable. Because of the loss of Jobs, the significant reduction in payments to local 
governments, and the decline in electricity resource and grid reliability that would result ftom 
deactivation of the nuclear and coal-fired generating facilities in Ohio, it is essential that the FERC 
adopt a rule, such as that proposed by DOE, which will ensure that such generating facilities are 

fully compensated for tlielr costs and will remain in operation. 

In order to mitigate the risk that such generating units may be deactivated prematurely, 
IBEW Local 1413 strongly urges FERC to adopt the rule proposed by the DOE as promptly and 
comprehensively as possible. FERC has a suffieient record to act that will be fiirther bolstered by 
the comments considered in this proceeding. FERC has thoroughly considered the impact of 



cecuic on susuined operation of at-risk power piants and, as no.d by the Secretat. 

and nations, seenrity. n«endant to the p.n.a.nre eiosure of omcia, power pianu. Any prot^eted 
.teiay in creating fbiiy contpensatory ntarket rtdes will oniy essoerbste the probien. of pre-ntnture 

closures. 

In acting promptly, FERC should also direct the organized market operators to issue a ru e 
that is no, only compensatory (and based on Ote regulatory language of the Proposal) but 
comprehensive rmd enduring. The rules to be issued by operators of organized ntarke. should be 
Mr and uansparmtt, and should ensure that critical power piants can continue to operate for dte 
long-term and without the prospect of repeated re-esam-mation and adjusrmen. to their market 
compensation. The uncertainty dm, less Uran comprehensive and enduring ntarket rules wrll 
engender will defeatthe very pur,x.se of preserving the eztended operaUon of dwse much-needed 

power plants. 

Respectfully submitted, 


^ I 1 


Brad Goetz 

President & Business Manager 
IBEW Local 1413 



)ear Secretary Perry, 

Jnions, labor and power plan, worked across 

ll“uLncrof”he etcSd"tlseload coal and to iXpport 

1 54,000 workers, produce major infrastructure projects that pul Americans to w 

a resilient electric grid. 

Baseload power plants have Ions been the 

to customers 24 hours a day, 365 days a year, i si^ circumstances since their operation is 
the resiliency rc<,uired to keep electricity that 

However, numerous b^eload power plants h- 

^:-rer;:o7;rer^^^^ 

. 4r baseload power plants and the dedicated 

of their communities. They deliver a strong ra ^ depend on these plants 

rcmS“—^ .he coTmi; de;:nds on them to support a healthy economy and 

electricity supply. 

unless aelion is taken, the long-term viability “f P^nt sfe^ 

substantia. “XurtS;®! retc"hrA«nis.ra.Jn to toke 
';o7pri;rmlTngt" power Plams and Amenca-S energy hiture. 

.. ./Sincer^y, 


International Brotherhood o£ Electrical Workers 
Internaw _ p.o.b.i.*» • oau on.. 4M4, 










Document 88 


From: 

To: 

Subject: 

Date; 

Attachments; 


Welsh, Michael D. 

AskQE 

Energy Supply Emergency 
Monday, April 16, 2018 10:44:40 AM 
TRFW Third filstrict.pdi 
May 9ni7 IP FW nistrict 3.pdf 


Rick Perry, Secretary 
U. S. Department of Energy 
1000 Independence Ave. SW 
Washington, DC 20585 


Dear Secretary Perry, w p 

As in previous comments and due to recent weather events, the 
resiiient baseload generation is even more apparent today. It is essential t 
coal-flred and nuclear baseload generation be kept In the energy mix and be 
compensated appropriately to make sure they are available when 
to provide energy to the grid, if coal-fired and nuclear units con mue to c e 
prematurely, the reliability of the United States energy grid could be in serious 
eopardy. We ask that you issue an emergency order under the Federal Power 
Act Section 202(c) until the base-load generation issue is reso ve 
Thank you in advance for your attention to this important matter. 


Sincerely, 

Mike Welsh 

International Vice President 
IBEW Third District 
412-269-4963 




International 5rotliefhood 
of Electrical Workers 



Michael D. Welsh, International Vice President 
500 CHERRINGTON PARKWAY, SUITE 325 
CORAOPOLIS, PA 15108 
(412)269-4963 • Fax (412) 269-4964 


New York 


New Jersey 


Lonnie B. Stephenson, Internationa! President 
Kenneth W. Cooper, International Secretary-Treasurer 


Penn sylvania _ 

October 20, 2017 


Delaware 


Federal Energy Regulatory Commission 
888 First Street, NE 
Washington, DC 20426 

Re; Proposed Grid Resiliency Pricing Rule 
RM 18-1-000 

Dear Commissioner; 

I am wrmng on behalf of the 11 5,000 stales 

Electrical Workers (IBEW) who reside^ianr In this diverse district, we 

r:pmlThard“met^^ from the electhc utility, electric generation, 

construction and railroad industries. 

+ nf Pnornv’c; auest to improve our nation’s electric grid 
We fully support the Departrnent j g matter of reliability for the public, as 

We believe that the proposed *° 

current market strudure. n 'f' r?,0^, focus is to make sure these 

ItaUherCotCa^isht^ut 

forefront of electrical technology. 

The members of the IBEW have been by a well-balanced energy 

catastrophic events oqu to the more recent hurricane Harvey that struck the 

portfolio; from the Polar our grid could maintain reliability thanks in 

Gulf States. During each of these disasiers, uu. y 


International Brotherhood of Electrical Workers 
Third District 


Federal Energy Regulatory Commission 
Page 2 


part .0 on-sne, readily available 

Going forward, we feei these efforts wiil ensure mulhpte fuel sources, as well as protect the 
resiliency of the grid. 

Sincerely, 


Michael D. Welsh 
International Vice President 


MDWijm 




International Brothcrtiood 
of Electrical Workers 



Donald C. Siegei, International Vice President 
500 CHERRINGTON PARKWAY, SUITE 325 
CORAOPOLIS, PA 15108 

(412)269-4963 • Fax (412) 269-4964_ 

New York Jersey 


Lonnie R. Stephenson, International President 
Salvatore J. Chllia, International Secretary-Treasurer 


Pennsylvania 


Delaware 


May 16, 2017 


Rick Perry, Secretary 
U. S. Department of Energy 
1000 Independence Avenue SW 
Washington DC 20585 

Dear 5ecretary Perry: 

I write ,0 you on behalf of the Third D^trict of 
lTmp“o'mhtele«tWpnbY'otheMld-^^^^^^^^ 

SL"rui?eStorh=ve p2d\"d 

examining electricity markets, tne vdiue ^ +uar, ic,!! nno workers, produce major 

are extremely important to our members and their communities. 

Bate, pad power plants have,on, been.he-worhhor.^^ 

24 hours a day, 365 days ayear. With ,0 Interruption by extreme 

rv:srrrarrra«i'™^^^ 

electricity. 

However, numerous basetoad power plants have pe— s,^^^^ 

expected to c,oseprematur2in t . v^^n^^^^^^^^^^ 

Erur.tw™;,3spr,cesandm,rhetst^^^^ 

v:S;eTot'’and dtcoTg^'inlSd”lbJrerZ-funitte^ nationwide. This is an outcome America 
simply can't afford. 



Ifitcrnatiofial Brotherhood of Electrical Workers 
Third District 


Secretary Rick Perry 
May 16, 2017 
Page 2 


Our baseload power plants and the dedicated, skilled X^eand^^ght times Lre high-paying 

baseload power plants and America's energy future. 

Sincerelyj^x? 



Donald C.^i^gel 
International Vice President 


DCS-.jm 

cc; PA US Senators 

PA House Members 



Document 89 



Natural Gas Supply Association 


April 16, 2018 

The Honorable James Richard Perry 
Secretary of Energy 
United States Department of Energy 
1000 Independence Avenue, S.W. 

Washington, DC 20585 

Re: FirstEnergy Solutions ’ Request for Emergency Relief under Section 202(c) of the 

Federal Power Act 


Secretary Perry: 

The Natural Gas Supply Association respectfully submits this response to the above-referenced 
request filed on March 29,2018 by FirstEnergy Solutions and its affiliates (collectively, 
FhstEnergy) with the U.S. Department of Energy (Department). For the reasons below, we 
Se thfe is no basis to grant this request, nor is there a basis for any action at this time Aat 
would interfere with operation of the PJM market or broadly seek to support coal or nuclear 
power plants. PJM has already written a response to the request stating that there is no 
immediate threat to system reliability.”' It further stated that it has a detailed and clear process 
(via the PJM Tariff) to assess and address any concerns posed by the announced plant closure . 
Markets for electric power are serving consumers well. The Department should no use its 
authority to interfere in those markets, which would create inefficiencies and raise costs for 

consumers. 


I. 


Comments of the Natural Gas Supply Association 


FirstEnergy requests that the Department use its authority under Section 202(e) of Ae Federal 
Power A^to dictate that the owners of merchant coal and nuclear generator m PJM 
guaranteed return on equity for four years. FirstEnergy requests a remedy that ts beyond the 


' See PJM Interconnection, Response to FirstEnergy Solutions' Request fw Emergency Relief under 
S%tim202 onhe Federal PoL Act (Uuteit 30,2018) available at 

l.Hi.Moc,,.nenls<nfl.er-fed-slate/2 nlan330-resDonseVfe-solulion5-reqiiest-for-emergencY-ielief, ^ 


Department's authority to provide and that is based on a purported emergeney lacking any basis 
in fact. For these reasons, the Department must deny the request. 

Section 202(c) gives the Department authority to order generators to run during emergencies 
lut differently. Section 202(c) allows the Department to make the act S^^^^^ting electricity 
compulsory when it would otherwise be voluntary or, in some cases, prohibited by 

:„Ztn™iaiiaws. FirstEnergy would iike to tmnsformSe^on 202Wf™ a 

run” authority into something it is not; a broad ratemaking authori ^ ^ nt ask 

206 of the Federal Power Act. This is evident throughout their request. FirstEnergy doB not ask 
Z the Department order any genemtor to run^ - an omission that cannot be squared w th the 
statutory text. Nor does it attempt to determine how many coal and nuclear power p an s mus e 
required to run in order to alleviate the “emergency” it asks the Department to imagine. 

Tellingly, the only meaningful limitation FirstEnergy would impose on the swpe of its requested 
order reLs to the type of compemation these generators receive, and not whether each 
generator is necessary to address the supposed emergency. 

Tntjtefld of reauestine a must-run order tailored to emergency circumstances, as applicants under 
Section 202(c) normally do, FirstEnergy requests rate relief. FirstEnergy asks the Department to 
increase the Wholesale rates paid to a favored class of generators, and effectively unwind the 
wholesale market that the PJM stakeholders and the Federal Energy Regulatory Commission 
fFERC) have worked decades to develop. But Section 202(c) does not give the Department 
^thority to supersede the FERC’s authority over wholesale rates conferred m Sections an 
206 of tL Federal Power Act. Of course, Section 202(c) ensures that generators 
and reasonable” terms for their actions carrying out the order. But <f jrtpe^a ion no 
nuroose of Section 202(c). Rather, the reference to just and reasonable terms is only y 

Lc^mmodation for the fact that the generator has been required to run and has therefore incused 
“ rver. section 202(c) was enacted at a time when the Fedcm, “omm." 
authority over the Federal Power Act as a whole, including Sections 205 and 206. Thus, readmg 
Section 202(c) to provide separate ratemaking authority makes iittle sense wi in e ro 
context of the Federal Power Act. 

For these reasons, the Department's regulations foreclose FirstEnergy’s attempt Section 

202(c) as an end run around FERC’s wholesale rate authority. When it promulgated its 


municipal government, or energy cooperative’). 


2 



regulations implementing Section 202(c) after enactment of the Department of Energy 
Organization Act, the Department rightly left rate Issues to FERC, “*‘‘“''8 *“' ‘ j be 
responsibility is vested in the Federal Energy Regulatory Commission and must 

addressed in its regulations”' Thus, in Section 205.376 of its regulations the Department 
encouraged the use of existing rate schedules for service under 202(c) orders md ^ 
FERC - not the Department - has responsibility for resolving “rate issues. Nevertheless 
noftvithstanding this clear text and without explanation, FiratEnergy requests that Depa^'"' 
- not FERC - “step in and determine the just and reasonable compensation for a broad sw 
generators over a ^riod lasting at least four yeara.‘ Neither the Federal Power Act nor the 
Department’s regulations would authorize the Department to do so. 

Not only has Fii-stEnergy failed to request relief that the Department has authority to Provide, it 
iTs also failed to identify an emergency that may serve as a predieme for action under Section 
202(c). Consistent with common usage of the word “emergency, Section 202(c) and the 
Department’s regulatory definition describe emergency events variously as sudden, 
“unexpected,” and “imminent.”’ The retirements FirstEnergy wants to prevent are neither 
sudden, nor unexpected, nor imminent. Most obviously, the three nuclear 
proposed to retire would not be deactivated until 2021, and even then, only i PJM determmes 
SiaUhey can retire consistent with system reliability. The same is true for all the merchant 
generates on FirstEnergy’s list, the overwhelming majority of which have not indicated any 

intention to retire in the near temih 

Nor has FirstEnergy established that the retirement of certain uneconomic generators would 
rate an Lergenfy. Although the Department has authority to act in emergencies it does not 
have authority over long-teim reliability planning on the bulk electric system. T a 
responsibility lies with FERC, its delegate the North American Electric Reliability Corporation, 
and the system operators themselves, in this case PJM. Each of these organizations has 
colluded emphatically that the PJM system is reliable. PJM currently has a reserve margin that 
well exceeds its 2018 target of 16.1%.« Moreover, with respect to the . 

which FirstEnergy’s request relies, PJM has stated that “[e]ven during peak demand, PJM had 


4 See Economic Regulatory Administration, Energy, Emergency Interconnection J 

Electricity to Alleviate an Emergency Shortage of Electric Po.er, 46 Fed. Reg. 39,984, 

39,985 (Aug. 6,1981). 

5 10 C.F.R.§ 205.376. 

* FirstEnergy Request at 32. 

1 us 'in Comm* on'Sei®' md Nal Res, 7Vi« Perfommce of the Eleciric Power f 

forlheast'cmd Mld-AllmUc During Ihe Recen, Winter Weather Events Including the Bomb C^hne. 
OuesHons for the Record Submitted to Mr. Andrew Ott, Response to Question 1 fern Sen. L"'®'' 

MmkZw (Jan. 23,2018) available at httpi//www.pjm.cora;-/medMibraiy/ieports-notiees/special- 
reports/201 8 / 20 180220-qfrs-submitted-to-andrew-ott-from-20180123-senate-committee- 
hearing.aslix?la=en. 


3 



excess reserves and capacity.”’ For the foregoing reasons, we believe there is no ^ 

grant this request, not is there any basis for the Department to take any other action that would 

interfere with operation of the PJM market. 

Natural gas is an affordable, clean, and flexible fuel for electrie generation. WitWn 
specifically, it is a fuel that greatly enhances system reliability and resilience^ PJM sits p 

Marcellus and Utica shale plays. These are among the most productive and fastest growing 

natural gas production areas in the world,'" with pipeline infrastructure that becomes more robust 
each year. FirstEnergy ignores these facts as well as other measures that PJM has taken to 
bolster generator performance such as its phased-in capacity performance rules that provide an 
incentive for generators to secure firmer fuel supplies, and which have already been sho^ to 
reduce forced outages.'' Far from demonstrating an emergency, PJM s response to the 2014 
Polar Vortex and 2018 Bomb Cyclone show careful planning for an increasingly resilient grid. 

II. Motion to Intervene 

The NCSA hereby moves to intervene in this proceeding. Founded in 1965, NCSA represents 
integrated and independent energy companies that produce and market domesUc nature ^s, and 
is the only national trade association that solely focuses on producer-marketer issues related to 

the downstream natural gas industoi. NCSA encourages the use “f ““‘‘f = ^ 

national energy policy and supports the benefits of competitive markets. NCSA members trade, 
transact, and invest in the U.S. natural gas market in a range of different manners, and would e 
harmed by any exercise of Section 202(c) that restricts market competition and privi eges 
uneconomic coal and nuclear generation. NCSA has consistently advocated for well-functioning 
power and natural gas markets, policies that support market transparency, efficient nomination 
md scheduling protocols, just and reasonable transportation rates, non-preferential terns and 
conditions of transportation services, and the removal of barriers to developing needed natural 

gas infrastructure. NCSA has a long-established commitment to ensuring a public policy 

environment that fosters a growing, competitive market for natural gas. NGS a so suppo s 


’PJM ]ntexconmct{on, PJM Cold Snap Performance Dec. 28, ianuaw-lmS- 

available at http://www.pjm.eom/-/media/library/reports-notices/weather-related/ 20180226 -january 2018 

cold-weather-event-report.ashx (“PJM Cold Snap Performance Report ). . . , . 

'’See U S Energy Information Administration, Dry 5/ja/e gas estuwareiS fey 

ui:uywlw uixS,v/natur. lv../H«a.uhul<ureduc.ion; see also. U.S. 

Appalachia region drives growth in U.S. natural gas production since 2012 (Dec. 4, 2017) at 

2017,oJa„. 7. 20, 26,2018) a. 20. 
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balanced energy future, one which ensures a level playing field for all market participants and 
eliminates inappropriate regulatory barriers to supply. 


Respectfully submitted, 



Dena E. Wiggins 

President & CEO 

Natural Gas Supply Association 

1620 Eye Street, NW, Suite 700 

Washington, DC 20006 

dena.wiggins@ngsa.org 
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Pavlik/ Greg (US - MASS) 

AskOE 

DOE should not bail out the power plants 
Monday, April 16, 2018 12:55:43 PM 


We've been hearing for years about ho\w the government should NOT be in the business of picking 
winners and losers. FirstEnergy isn't the victim of a natural disaster and the US isn't actively engaged 
in a war that's threatening the coal/nuclear povi/er generation sector in any way whatsoever. 
FirstEnergy is losing money because other sources of power are cheaper and more readily available. 
Let the market adjust itself. Do not waste taxpayer dollars on a bail-out. 

Greg Pavlik 
Hudson, OH 


From: 

To: 

Subject: 

Date: 


Meggilt Aircraft Braking Systems Corporation d/b/a Meggill Aircraft Braking Systems 
in your e-mail software. 

information contained in and/or attached to this document Xsa^^^^ iSlton^co”ed in^thfs' 

this information, please contact the sender immediately. 

Be aware that Meggilt may monitor incoming and outgoing e-mails to ensure compliance with the Meggitt IT Use policy. 



Document 91 


Froirii 

To; 

Subject: 

Date: 


Nick 

AskQE 

DO NOT Bail Out FirstEnergy 
Monday, April 16, 2018 3:20:31 AM 


To Whom it May Concern; 

DO NOT Bail Out FirstEnergy. Doing so would be a flagrant abuse of Section 202(c) 
for the benefit FirstEnergy at the expense of taxpayers. It would reward 
mismanagement and subsidize dying technologies. The taxpayers should not 
shoulder the burden of solving the financial problems of private companies. 


Sincerely, 

Nick Providakis 
Tallahassee, FL 
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From: Ted Romer 

To: AskOE 

Subject: Regarding "bailouts" for First Energy 

Date: Monday, April 16, 2018 11:58:59 AM 


Do not bail them out. First Energy made bad business decisions. They do not deserve a bailout. Do not use taxpayer 
money and do not force consumers to pay higher rates for electricity. Doing so rewards the bad decisions made by 
First Energy and will only encourage First Energy and other generators to make more bad decisions in the future. 

Coal is dead. Republican leadership is flat out wrong. Coal is dead. 

Respectfully, 


Ted Romer 
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Froini 

To: 

Subject: 

Date: 


Will Toperoff 
AskOE 

Coal and nuclear bailout 
Monday, April 16, 2018 2:43:27 PM 


Secretary Perry; 

Please do not use our tax dollars to bail out fossil fuel and nuclear power companies when it is 
already established that these are huge sources of environmental destruction and 
existential threat to otir democracy and the world. Please use our tax dote to '!1 

energies such as wind, solar, tidal and geothermal sources or even to find further research into 
fusion. These hold the promise of being environmental, good for our nation s economy 
even for world peace. 


Thank you. 
Will Toperoff 
SanDiego, CA 


Sent from RlueMail 
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October 13, 2017 

Federal Energy Regulatory Commission 
Secretary of the Commission 
888 First Street, NE 
Washington, DC 20426 

Re: Grid Resiliency Pricing Rule 

FERC Docket No. RM18-1-000 

COMMENTS OF THE ITTTIITY WORKERS UNION OF AMERICA, LOCAL 
"UNTON 4S7 IN SUPPORT OF THE PROPOSED RESILIE NCY RULE 

On September 28, 2017, the Department of Energy (“DOE”) issued the “Grid Resiliency 
Pricing Rule” (the “Proposal”) directing the Federal Energy Regulatory Commission ( FERC ) 
to adopt a rule requiring operators of organized markets to “ensure that certain reliability and 
resiliency attributes of electric generation sources are fully valued.” Such a rule, as contemplated 
by the regulatory language of the Proposal, will ensure that existing nuclear and coal-fired 
electric generating stations in Ohio will be compensated appropriately and fully for their costs of 
operation and will avoid premature retirement. Adoption of that rule will thus sustain the long¬ 
term viability of critical power plants, preserve and create jobs, maintain electric reliability, and 
provide substantial economic benefits to the many hard-working Americans living throughout 

the region. 

UWUA Local 457 strongly supports the Proposal and shares the Secretary s urgency that 
FERC act promptly to direct operators of organized markets to issue the requested rule. FERC 
has the ability to act, and must act, without undue delay to avoid premature closure of crucial 
power plants and our members’ loss of critical economic and reliability benefits. FERC has 
thoroughly examined how electric markets function and how those markets affect the continued 
operation of crucial power plants needed for reliability for some time. FERC has the requisite 
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basis to act now. There is no time for delay. In addition to acting promptly, FERC should also 
direct organized market operators to issue a comprehensive and enduring set of rules, based on 
the regulatory language of the Proposal, for the proper compensation of critical power plants. 
Protracted proceedings undertaken by organized market operators that fail to develop fair, 
compensatory and transparent rules will only engender market uncertainty and delay in providing 
sufficient compensation to these facilities, thereby jeopardizing the operation of the very plants 
that the DOE seeks to maintain in operation. 

L COMMUNICATIONS 

All communications, correspondence, and documents related to this proceeding should be 
directed to the following person; 

Eric Cook 
President 
UWUA Local 457 
(b)(6) 

II. description of UWUA LOCAL 457 

UWUA Local 457 is a progressive labor organization that represents individuals in the Electric 

Generation industry. 

III. DESCRIPTION OF UWUA LOCAL 457’S INTEREST IN PROCEEDING 

UWUA Local 457 is a party to a collective bargaining agreement with the owners of baseload 
coal and nuclear power plants located in Ohio. As a result, the wages, terms and conditions of 
employment of its members may be directly affected by the actions taken by the FERC and 
operators of organized markets in this proceeding. Thus, UWUA Local 457 members have a 
direct and substantial interest in this proceeding. As well, the unique perspective of UWUA 
Local 457 and its members will only serve to enhance the record in this proceeding. 
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IV. COMMENTS 

The communities where struggling baseload coal and nuclear power plants are located 
ai-e dependent on the jobs and economic development opportunities the power plants provide. 
The recent decline in Ohio’s electric power industry, for example, has led to reductions in 
operations and capital improvement expenditures at numerous power production and 
manufacturing facilities across Ohio. This has led to extreme hardship for the thousands of union 
workers employed in this industry as well as their families. 

It is imperative that baseload coal and nuclear plants continue to operate in light of these 
dire circumstances. Base load coal and nuclear plants in Ohio provide thousands of MWs of 
reliable power, and provide union jobs and economic opportunities to UWUA Local 457 
members. UWUA 457 has approximately 250 members who work at the Sammis coal generating 
station. The maintenance and capital improvement work on these plants also supports the local 
economy by creating hundreds of well-paying union jobs for contractors during plant outages. In 
addition, these plants contribute millions each year in state and local tax revenues that support 
local schools, police and fire departments and other vital public services. The loss of jobs, tax 
revenue, and the ripple effect of such losses throughout the local economy, will have a severely 
detrimental impact on the region. 

The issuance of a rule preserving the continued operation of resilient baseload coal and 
nuclear power plants will maintain a reliable supply of electricity for the region’s energy- 
intensive economy in two ways. First, the preservation of certain plants will avoid the need to 
replace lost generation with imports and the associated construction of infrastructure to facilitate 
such importation. Preserving baseload coal and nuclear power plants will keep these needed, 
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reliable facilities running close to home without the need to depend on distant resources, 
particularly during catastrophic events like severe storms, to fulfill our region’s dynamic need for 
reliable electricity. 

Second, premature plant closures will deplete the stable of highly skilled (and specifically 
trained and experienced) employees, many of whom have lived in the region for several years 
and who take great pride in their work. With a depletion of this skilled and experienced group of 
workers, and the possible replacement of these workers with more distant and perhaps less- 
skilled individuals, we will see a direct and adverse impact on our ability to maintain the 
generation facilities that continue to operate and, as important, our ability to respond promptly to 
severe contingencies affecting the operation of these remaining plants in operation. In short, 
allowing baseload coal and nuclear power plants to close prematurely will have an adverse 
impact on the reliability of the region’s electricity supply and on the reliable operation of the 
regional electricity system. 

Rates for the sale of electricity that are inadequate to sustain the operation of base load 
generation facilities that provide reliability and resiliency support cannot be considered to be just 
and reasonable. Because of the loss of jobs, the significant reduction in payments to local 
governments, and the decline in electricity resource and grid reliability that would result from 
deactivation of the nuclear and coal-fired generating facilities in Ohio, it is essential that the 
FERC adopt a rule, such as that proposed by DOE, which will ensure that such generating 
facilities are fully compensated for their costs and will remain in operation. 

In order to mitigate the risk that such generating units may be deactivated prematurely, 
UWUA Local 457 strongly urges FERC to adopt the rule proposed by the DOE as promptly and 
comprehensively as possible. FERC has a sufficient record to act that will be further bolstered by 
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the comments considered in this proceeding. FERC has thoroughly considered the impact of 
electric markets on the sustained operation of at-risk power plants and, as noted by the Secretary 
of the DOE, the time to act is now given the severe impacts to system reliability and resilience, 
and national security, attendant to the premature closure of crucial power plants. Any protracted 
delay in creating fully compensatory market rules will only exacerbate the problem of pre¬ 
mature closures. 

In acting promptly, FERC should also direct the organized market operators to issue a 
rule that is not only compensatory (and based on the regulatory language of the Proposal) but 
comprehensive and enduring. The rules to be issued by operators of organized markets should be 
fair and transparent, and should ensure that critical power plants can continue to operate for the 
long-term and without the prospect of repeated re-examination and adjustment to their market 
compensation. The uncertainty that less than comprehensive and enduring market rules will 
engender will defeat the very purpose of presei-ving the extended operation of these much- 
needed power plants. 

Respectfully submitted, 

Eric Cook 
President 
UWUA Local 457 
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Document 95 


From: dcv665 

To: AskOE 

Subject: Section 202, Federal Power Act 

Date: Monday, April 16, 2018 6:03:25 AM 


Sirs, in particular clueless Secretary PeiTy, 

From wanting to shutdown the Dept of Energy to deciding it must be used to keep Trump 
supporters out of bankruptcy is quite a leap. Not a leap of faith as I seriously doubt anyone in 
the country that isn't either the owner of FirstEnergy or a coal company employee has any 
faith in the coal business or this proposal. 

The Federal Government of the USA should not be bailing out failed businesses that aren't 
able to compete. There is an Executive branch, it can request to the Legislative branch that the 
situation could be address in a proper manner. Sadly Mr. Perry is slightly out of touch for 
understanding what a national emergency is. A failing coal mine is not a national emergency. 
Of course, if we shut down all work on safeguarding our nuclear weapons then we have have 
thi'ee things; money for coal, a serious loss of deterrence and no counter to Russia/China and 
the other nuclear nations. But Secretary Perry would keep a promise he made to the voters. So 
there's that. 

Coal will have uses, but powering America with polluting plants that cost more to run will 
hopefully not be the norm. Coal plants cannot adjust to the modem economy/environment. 
They are slow to start, slow to adjust generation capabilities and clearly are untenable without 
assistance. 

Putting effort into modernizing the grid and securing the grid's infrastructure is worth Federal 
dollars. Bailing out a business is not a worthy goal. It is definitely not a national emergency. 

David C Young 
Portland, Oregon 
US Citizen 




Joshua blumenkopf 
AskOE 
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From: 

To: 

Subject: 

Date: 


Section 202(c) 

Tuesday, April 17, 2018 3:23:41 PM 


There is no grid emergency and no need for bailouts of FirstEnergy or any other firm that is 
outcompeted by cheaper, newer, electricity plants. 

Sincerely, 

Joshua Blumenkopf 
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From: Earl Dukerschein 

To: AskOE 

Subject; Emergency relief for Coal and Nuclear plants 

Date; Tuesday, April 17,2018 4:24:34 PM 


Hello, 


It is my opinion that we are moving to a distributed, resilient, electrical grid. Spend money on 
moving that forward, instead of holding it back. 


Ear! Dukerschein 
(b}(6} 
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From: Paul Cameron 

To: AskOE 

Su bject: Comments - Energy supply emergency under Section 202(c) 

Date: Tuesday, April 17, 2018 9:^0:38 AM 

Attachments: IBEW Local ^59.pdf 


Dear DOE, 


As the Business Manager of LB.E.W. Local 459,1 previously sent a conespoudence on behalf 
of the neaily 1900 members I represent asking for the government to take action in this matter 
to support om elechic generation plants. 


We are asking your consideration to support base-load generation. The nuclear and coal-fired 
units must be compensated appropriately for their full cost of operation to maintain these 
important assets. They are needed for grid resiliency, support of our famihes and the tax base 
of the comrniuiities where the plants are located. The closure of these facihties is devastating 
in many ways. We urge yon to issue an emergency order pursuant to Federal Power Act 
Section 202(c). 


Thank you for your tinre and consideration on this very important matter. 


Paul L. Cameron 

Busmess Manager/Financial Secretary 

I.B.E.W. Local 459 

{b)(6) 





October 19, 2017 


Federal Energy Regulatory Commission 
Secretary of the Commission 
888 First Street, NE 
Washington, DC 20426 

Re: Grid Resiliency Pricing Rule 

FERC Docket No. RMl 8-1-000 

COMMENTS OF THE INTERNATIONAL BROTHERHOOD OF ELEC TRICAL 
WORKERS. LOCAL UNION 459 IN SUPPORT OF THE PROPOSED RESILIENCY 

RULE 

On September 28, 2017, the Department of Energy (“DOE”) issued the “Grid Resiliency 
Pricing Rule” (the “Proposal”) directing tire Federal Energy Regulatory Commission (“FERC”) to 
adopt a rule requiring operators of organized markets to “ensure that certain reliability and 
resiliency attributes of electric generation sources are fully valued.” Such a rule, as contemplated 
by the regulatory language of the Proposal, will ensure that existing nuclear and coal-fired electric 
generating stations in Peimsylvania will be compensated appropriately and fully for their costs of 
operation and will avoid premature retirement. Adoption of that rule will thus sustain the long¬ 
term viability of critical power plants, preserve and create jobs, maintain electric reliability, and 
provide substantial economic benefits to the many hard-working Americans living thi'oughout the 
region. 

IBEW Local 459 strongly supports the Proposal and shares the Secretary’s urgency that 
FERC act promptly to direct operators of organized markets to issue the requested rule. FERC has 
the ability to act, and must act, without undue delay to avoid premature closure of crucial power 
plants and our members’ loss of critical economic and reliability benefits. FERC has thoroughly 
examined how electric markets function and how those markets affect the continued operation of 
crucial power plants needed for reliability for some time. FERC has the requisite basis to act now. 










There is no time for delay. In addition to acting promptly, FERC should also direct organized 
market operators to issue a comprehensive and enduring set of rules, based on the regulatory 
language of the Proposal, for the proper compensation of critical power plants. Protracted 
proceedings undertaken by organized market operators that fail to develop fair, compensatory and 
transparent rules will only engender market uncertainty and delay in providing sufficient 
compensation to these facilities, thereby jeopardizing the operation of the very plants that the DOE 
seeks to maintain in operation. 

I. COMMUNICATIONS 

All communications, correspondence, and documents related to this proceeding should be 
directed to the following person; 

Paul Cameron 

Business Manager & Financial Secretary 

IBEW Local 459 

408 Broad St,, Johnstown, PA 15906 

814-535-7655 

Paulibew459@gmail.com 

II. DESCRIPTION OF IBEW LOCAL 459 

IBEW Local 459 is a progressive labor organization that represents approximately 1,850 
indi viduals working in the utility and baseload generation industry in Pennsylvania. 

III. DESCRIPTION OF IBEW LOCAL 459’S INTEREST IN PROCEEDING 
IBEW Local 459 is a party to collective bargaining agreements with owners of large baseload coal 
power plants located in Pennsylvania. As a result, the wages, terms and conditions of employment 
of our members may be directly affected by the actions taken by the FERC and operatois of 
organized markets in this proceeding. Thus, IBEW Local 459 members have a direct and 
substantial interest in this proceeding. As well, the unique perspective of IBEW Local 459 and its 
members will only serve to enhance the record in this proceeding. 




IV. COMMENTS 


The communities where struggling baseload coal and nuclear power plants are located are 
dependent on tlie jobs and economic development opportunities the power plants provide. The 
recent decline in Pennsylvania’s electric power industry, for example, has led to reductions in 
operations and capital improvement expenditures at numerous power production and 
manufacturing facilities across Pennsylvania. This has led to extreme hardship for the thousands 
of union workers employed in this industry as well as their families. 

It is imperative that baseload coal and nuclear plants continue to operate in light of these 
dire circumstances. Baseload coal and nuclear plants in Pennsylvania provide thousands of MWs 
of reliable power, and provide union jobs and economic opportunities to IBEW Local 459 
members. The Keystone, Conemaugh, Homer City, Shawville and Seward generating stations 
produce approximately 6700 MW of power along with directly employing approximately 675 
IBEW Local 459 members, and maintenance and capital improvement work on these plants 
supports the local economy by creating hundreds of welLpaying union jobs for contractors. In 
addition, these plants contribute millions each year in state and local tax revenues that support 
local schools, police and fire departments and other vital public services. The loss of jobs, tax 
revenue, and the ripple effect of such losses throughout the local economy, will have a severely 
detrimental impact on the region. 

The issuance of a rule preserving the continued operation of resilient baseload coal and 
nuclear power plants will maintain a reliable supply of electiicity for the region’s energy-intensive 
economy in two ways. First, the preservation of certain plants will avoid the need to replace lost 
generation with imports and the associated construction of infrastructure to facilitate such 
importation. Preserving baseload coal and nuclear power plants will keep these needed, reliable 




facilities running close to home without the need to depend on distant resources, particularly during 
catastrophic events like severe storms, to fulfill our region’s dynamic need for reliable electricity. 

Second, premature plant closures will deplete the stable of highly skilled (and specifically 
trained and experienced) employees, many of whom have lived in the region for several years and 
who take great pride in their work. With a depletion of this skilled and experienced group of 
workers, and the possible replacement of these workers with more distant and perhaps less-skilled 
individuals, we will see a direct and adverse impact on our ability to maintain the generation 
facilities that continue to operate and, as important, out ability to respond promptly to severe 
contingencies affecting the operation of these remaining plants in operation. In short, allowing 
baseload coal and nuclear power plants to close prematurely will have an adverse unpact on the 
reliability of the region’s electricity supply and on tlie reliable operation of the regional electricity 
system. 

Rates for the sale of electricity that are inadequate to sustain the operation of base load 
generation facilities that provide reliability and resiliency support cannot be considered to be just 
and reasonable. Because of the loss of jobs, the significant reduction in payments to local 
governments, and the decline in electricity resource and grid reliability that would result from 
deactivation of the nuclear and coal-fired generating facilities in Pennsylvania, it is essential that 
the FERC adopt a rule, such as that proposed by DOE, which will ensure that such generating 
facilities are fully compensated for their costs and will remain in operation. 

In order to mitigate the risk that such generating units may be deactivated prematurely, 
IBEW Local 459 strongly urges FERC to adopt the rule proposed by the DOE as promptly and 
comprehensively as possible. FERC has a sufficient record to act that will be further bolstered by 
the comments considered in this proceeding. FERC has thoroughly considered the impact of 











electric markets on the sustained operation of at-risk power plants and, as noted by the Secretary 
of the DOE, the time to act is now given the severe impacts to system reliability and resilience, 
and national security, attendant to the premature closure of crucial power plants. Any protracted 
delay in creating fully compensatory market rules will only exacerbate the problem of pre-mature 
closures. 

In acting promptly, FERC should also direct the organized market operators to issue a rule 
that is not only compensatory (and based on the regulatory language of the Proposal) but 
comprehensive and enduring. The rules to be issued by operators of organized markets should be 
fair and transparent, and should ensure that critical power plants can continue to operate for the 
long-term and without the prospect of r^eated re-examination and adjustment to their market 
compensation. The uncertainty that less than comprehensive and enduring market rules will 
engender will defeat the very purpose of preserving the extended operation of tlrese much-needed 


power plants. 


Respectfully submitted. 




Paul Cameron 

Business Mgr. and Financial Secretary 
IBEW Local 459 
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From! Mac User 

To: AskOE 

Subject! Bailing out Cbal Si Nuclear?????? 

Date! Tuesday, April 17, 2018 10:25:58 PM 


What a crock of inamire! Let the coal industiy die in its own filth. Feel sorry for the coal 
miners? Train them for other jobs! 


On Thursday, Peny admitted that the failure of his proposed coal compensation inle led 
him to consider using Section 202(c) to keep coal plants like those owned by 
Fii-stEnergy open. Peny's remarks in fiont of tlie House Subcommittee on Energy 
suggest he's hoping to build a case for the use of Section 202(c) by casting the current 
state of affairs in the US as an emergency. 

"Wlien we lookatnatioualsecuiity in particular, if you’re in New York City and Wall 
Street were to lose power, I diink anyone would say that puts our national security ra 
jeopardy," Peny said.^ 

The emergency exists on a personal level, too, tire secretary asserted. "Why should any 
one be put in tlie situation to choose between tuniing the liglits on and keeping my ^ 
family warm?" Peny said, which seems to be a reference to how the natural gas supply 
is divided between residential heating and electric generation use. Peny added later, "It 
is imperative tliat we don’t allow political decisions to be made relative to oru‘... power 
security in die county ." It was imclear to which political decisions the secretary was 
referring. 





Pascal F. Martin 
AskOE 

Use of section 202(c) to bail out market fosers 
Tuesday, April 17, 2018 2:23:06 AM 


Dear sir, 

I learned about the DOE plans to bail out bankrupt company FirstEnergy 
by invoking the authority confen’ed under section 202(c) to subsidies 
the continuing operation of its power plants. 

1 note that no grid operators seem to have requested such action, and 
that the general consensus is that there is a surplus of power 
generation available. In fact, the General Electric company is 
experiencing a downturn in the sales of its gas turbines, which it 
justifies by invoking this surplus. 

It is also recognized that the competitive pressure on coal and nuclear 
power plants is caused by the low price of gas, which is due to the 
significant production increase thanks to the use of fracking 
technology. This administration has called for the growth of oil and gas 
production, which would certainly lead to a decrease in the price of 
gas, and more competitive pressure on coal and nuclear power plants. 

Market conditions lead energy companies to migrate from coal and nuclear 
to gas and renewable energy simply due to their lower cost. This is 
freedom in action. 


From: 

To: 

Subject: 

Date: 


Apparently this administration does not like free market, and it seems 
to prefer controlling the economy by flat. The general consensus is that 
this will lead to increased electricity price, lowering the purchasing 
power of the American people. 

This begs a question: has the federal government decided to transform 
our free economy into a state-controlled one? 

Has the current administration been infiltrated by communists? 

Thank you. 

Pascal Martin, Rancho Palos Verdes, CA. 
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PHIL MURPHY 
Governor 

SHEILA OLIVER 
Lt. Governor 



State of New Jersey 

Division OF Rate Counsel 
140 East Front Street, 4™ Fl 
P.O.B ox 003 

Trenton, New Jersey 08625 stefanie a. brand 

Director 


April 17,2018 


VIA ELECTRONIC MAIL rAskOE@hq.doe.gov) 

U.S. DepaiTnient of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 

Re: Intei-vention of the New Jersey Division of Rate Counsel in FirstEnergy 
Solutions Coip.’s Request for Emergency Action by the Department of 
Energy under Section 02(c) of the Federal Power Act 

Dear Sir/Madam: 

This office represents the New Jersey Division of Rate Counsel ( NJDRC ) regarding 
FirstEnergy Solutions Coip.’s (“FES”) Request for Emergency Action under Section 202(c) 
of the Federal Power Act submitted to the Depaitment of Energy (“DOE”) on March 29,2018. 

On April 5,2018, the NJDRC submitted a Motion to Intervene to DOE Secretary Janies Richard 

Perry. 

Subsequent to the NJDRC’s submissions, the DOE revised the section of its website 
regarding the DOE’s Use of Federal Power Act Emergency Authority, stating tlie “DOE has 
established the A.RkOE@hQ.doe.gov e mail address for the receipt of all materials related to 
Federal Power Action section 202(c). All public comments and requests should be sent in 
writing to ARkOF.@.ha.doe.gov .” The website also noted “[t]he provision of this process for 
submission of con-espondence or comments on any pending application is for purposes of 
ensuring the receipt by the appropriate office and personnel within the Department.” 

Accordingly, the NJDRC now re-submits its previously submitted Motion to Intervene 
to the AskOE@hQ.doe.gov address. The NJDRC reserves all rights in relation to the initial 
Motion to Intervene and Comments as of the time they were submitted to Secretaiy Perry. 


Tel: (609) 984-1460 « Fax:(609)292-2923 • Fax:(609)292-2954 
httn://ww\v.ni.gov/roa E-Mflii: niratepavef(glrpa.statc,ni j]S 
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Should you have any questions, please do not hesitate to contact me. 

Respectfully submitted, 


By: 


STEFANIE A. BRAND 
Director, Division of Rate Counsel 



ucia Thomas-Fnel, Esq. 
Deputy Rate Counsel 


: Service List (w/encl., by electronic mail) 



PHIL MURPHY 
Governor 

SHEILA OLIVER 
Lt. Governor 


State of New Jersey 

Division of Rate Counsel 

140 East Front Street, 4™ Fl 
P.0, Box 003 

Trenton, New Jersey 08625 step anie a. brand 

Director 

April 3,2018 


Via Overnight and Electronic Mail 

The Honorable Rick Perry 
Secretary of Energy 
U. S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretarv@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.-walker@,hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.iereza@,ha .doe.gov 

Re: Motion of New Jersey Division of Rate Counsel to Intervene 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is New Jersey Division of Rate Counsel’s (“NJRC”) Motion to Intervene in the 
proceeding concerning FirstEnergy Solutions Corp.’s (“FES”) Request For Emergency Action 
Under Section 202(c) of the Federal Power Act. NJRC is the administrative agency charged 
under New Jersey Law with the general protection of the interests of utility ratepayers. N.J.S.A, 
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52:27E-50 et seq. NJRC is also a member of PJM Interconnection L.L.C., which will be affected 
by this FES request. NJRC opposes this FES request for emergency action. If this request is not 
denied outright, there should be a 60 day comment period, as requested by the Electric Power 
Supply Association et al on March 30,2018. 

Respectfully submitted, , 

Stefanie A> Brand, Esq. 

Director, New Jersey Division of Rate Counsel 





UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp. ) DOE Docket No._ 

MOTION OF NEW JERSEY DIVISION OF RATE COUNSEL TO INTERVENE 
The New Jersey Division of Rate Counsel (“NJRC”), by and through its counsel, hereby 
moves to intervene in the above-captioned proceeding and protests the March 29, 2018 Request 
for Emergency Order Pursuant to Federal Power Act Section 202(c) by FirstEnergy Solutions 
Corp. (“FES”), pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s 
(“Commission”) Rules of Practice .and Procedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES issued a request by letter (“Request”) to the Honorable Rick Perry, 
US Secretary of Energy, requesting that the Secretary use emergency authority under Federal 
Power Act Section 202(c) to find that an emergency condition exists in the PJM Interconnection 
L.L.C. (“PJM”) territory requiring immediate attention. In its Request, FES asks that the 
Secretary order “certain existing nuclear and coal-fired generators” to contract with PJM for 
energy, capacity and ancillary services to “maintaiin the stability of the electric grid.” FES also 
requests that the Secretary order PJM to “promptly compensate at-risk merchant nuclear and 
coal-fired power plants for the full benefits they provide.” The Request has been served on over 
100 affected parties. 
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II. MOTION TO INTERVENE 

NJ Rate Counsel is the administrative agency charged under New Jersey Law with the 
general protection of the interests of utility ratepayers. NJ.S.A. 52:27E-50 et seq. As the 
regulatory agency charged with protecting the utility ratepayers in the State of New Jersey, NJ 
Rate Counsel’s participation is unique and in the public interest. Pursuant to C.F.R. 
§385.214(b)(2), NJ Rate Counsel is an “entity” within the meaning of Rule 214(b)(2) and NJRC 
accordingly moves for intei-vention. 

If the FES. Request is granted, cost responsibility for payments made pursuant to the 
Emergency Order may be recovered from consumers throughout the PJM region, including New 
Jersey. NJRC strongly opposes the Request and reserves the right to supplement this pleading to 
explain why it is unjust and unlawful. 

NJ Rate Counsel will not be adequately represented by any other party to this proceeding, 
but may join with similarly situated entities. Good cause exists to grant this Motion to Intervene 
in this proceeding as NJ Rate Counsel represents NJ ratepayers directly affected by the FES 
request and is therefore a stakeholder in the outcome of the proceeding. 

III. SERVICE OF DOCUMENTS 

The following persons are designated by NJRC to receive service and communications.on its 
behalf with regard to this proceeding: 

Stefanie A. Brand, Esq. 

Director, New Jersey Division of Rate Counsel 

140 East Front Street 

Trenton, NJ 08625 

Phone: (609) 984-1460 

Fax: (609) 292-2923 

Email: .sbrand@.rpa.ni.gov 
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Brian Lipman, Litigation Manager 
Henry M. Ogden, Esq. 

Felicia Thomas-Friel, Esq, 

140 East Front Street 
P.O. Box 003 
Trenton, NJ 08625-003 
Phone: (609) 984-1460 
Fax: (609) 292-2923 
Email: blipman@rpa.ni,gov 
hQgden@,rpa.ni. gov 
fthomas@rpa.ni ■ gov 

IV. STATEMENT OF OPPOSITION 

Rule 214(b)(1) requires the movant to state its preliminary position, NJRC opposes 
the relief sought by FES. The available evidence, not cited in the Request, demonstrates that no 
need exists for the requested relief and certainly no emergency exists that would justify 
application of Section 202(c) of the Federal Power Act. 

NJRC respectfully urges the Department to give all interested parties sufficient 
time to present their responses to the FES Request before ruling on the Request. Accordingly, 
NJRC supports the March 30, 2018 filing by the Electric Power Supply Association and other 
organizations requesting a 60-day comment period. 
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V. CONCLUSION 


For all the foregoing reasons, NJRC respectfully requests that the Department grant 
NJRC’s motion to intervene in this proceeding, and, if the Department does not reject the 


FES Request outright, provide all interested parties 60 days to file comments on the 


Request. 


Respectfully submitted, 

NEW JERSEY DIVISION OF RATE COUNSEL 

/s/ Stefanie A. Brand ___ 

Stefanie A. Brand, Esq. 

Director, New Jersey Division of Rate Counsel 

140 East Front Street 

Trenton, NJ 08625 

Phone: (609) 984-1460 

Fax: (609) 292-2923 

Email; sbrand@rDa.ni.gov 

Brian Lipman, Litigation Manager 
Henry M. Ogden, Esq. 

Felicia Thomas-Friel, Esq. 

140 East Front Street 
P.O, Box 003 
Trenton, NJ 08625-003 
Phone: (609) 984-1460 
Fax: (609) 292-2923 
Email: bliDman@rpa.ni.goy 
hogden@rpa.ni. gov 
fthomas@.rpa.ni. gov 

Counsel to the New Jersey Division of Rate Coxmsel 
Dated: April 3, 2018 
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CERTIFICATE OF SERVICE 


I hereby certify that I have this day served, via overnight mail or electronic transmission 
the foregoing upon each person designated on the official service list compiled by the Secretary 



Phone: (609) 984-1460 
Fax; (609) 292-2923 
Email: smassev@,rt)a.ni.gov 
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UNITED MINE WOBKEfiS' HEADQUARTERS 
IB3DA QUANTICO OATEWAV P RIVE^ . SUITE 200 


82172-1770 


Tlie Honorable Rick Perry 
Secretary 

U.S. Department of Energy 
1000 Independence Avenue 
Washington, DC 20585-1000 


April 17,2018 


Via E-Mail Transmission to AskOE@hq.doe.gov 


Re: Section 202(c) Relief for Baseload Power Plants 

Dear Secretary Perry; 

I am writing on behalf of the active and retired members of the United Mine Workers of 
America. The livelihoods of UMWA members, their families, and Uieir communities 
critically dependent upon preserving and protecting the economic viability of t e nation s ee o 
coal-based power plants. These plants are subject to unfair competition from subsidized energy 
50 un:« ard market rules dtet do not value their unique benerua In the reliability and msthency of 

the nation’s electric power grid. 

We supported your proposed Grid Resiliency Pricing Rule, and were disappoint«l that 
FERC rejected the rule in favor of pursuing a "holistic" assessment of the multiple cha enges to 
electric reliability and resiliency posed by extreme weather events, terrorist ^ts. unfair 
regulatoty pricing regimes, and odter factors. We do not believe that this study, rntd ^y reteted 
FERC action, can be undertaken in a time frame that will provide meanmgftd “h'f 
unending stream of announced baseload plant closures. FERC indicates that some 26,000 
Megawatts of coal and nuclear baseload is expected to close within Just the next two years. 


The recently announced FirstEnergy SoluUons bankruptcy - presaging the near-tem 
closures of six large coal and nuclear facilities serving the Midwest and Mid-Atlantic regions - 
makes clear the urgency of these Uireals to national energy security, and to the welfare of 
thousands of workers and their communities. 

UMWA respectfully suggests a two-prong approach to address the current and pending 
threats to electric reliability and resiliency posed by (he ever-increasing share of electric 
generation provided by subsidized intermittent renewable resources and natural gas plants 
subject - to a large degree - to interruptible gas supplies. 

First, we believe that it is timely and appropriate for you to exercise your authority under 
Section 202(c) to provide immediate relief for the coal and nuclear baseload facilities that are at 
risk due to the FirstEnergy Solutions bankruptcy. Just one of these plants - the relatively new 
Pleasants generating station in West Virginia, supports 27% of the local tax base while providing 
highly-paid jobs to hundreds of workers in the utility, coal mining, and transportation sectors. 

The recent NETL analysis of the Bomb Cyclone event documents the vimi role of baseload 
generation such as Pleasants and the other bankrupted FirstEnergy Solutions plants in avoiding a 
catastrophic collapse of the eastern grid. 

Second, with respect to the much larger number of coal and nuclear baseload facilities 
operating in "competitive" markets, we recommend that DOE consider the application of othw 
outhoriUes available to the Department to help minimize the ongoing premature retirernent of 
this capacity. At the same Ume, DOE should support, through its own modeling capabilities, an 
accelerated, action-oriented conclusion to FERCs holistic analysis of reliability and resiliency. 

We suggest this bifiircated approach because a more limited, targeted exercise of 202(c) 
authority is consistent with tlie regulatory history of this provision, while the immediate nartire of 
the risks to the eastern electric grid posed by the FirstEnergy Solutions bankruptcy cannot e 
addressed in a timely manner by the FERC process. 

Thank you for your consideration of UMWA's views. I would be happy to discuss them 
further with you at any time. 


Sincerely, 

Cecil E. Roberts 
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April 10, 2018 

Honorable Rick Perry, Secretary 
Department of Energy 
1000 Independence Ave. SW 
Washington, DC 20585 


Dear Secretary Perry 

wgs lam vrriting to ask that you reject FirstEnergy's subsidiary First 

EneU Solutidh's (FES) request under section 202(c) of the Federal Power Act for a declaration of emergency. Our 
situation is not an emergency. As PJM has made clear: "Nothing we have seen to date indicates that an emergency 
would result from the (FirstEnergy) generator retirements." 

As one who endorses a free-market economy, we know such inventions would be wrong and counterproductive. 
Granting FirstEnergy's request would be very disruptive to competitive markets and on that basis alone should be 

rejected, 

FirstEnergy has a long track record of bad management decisions that have resulted in its ratepayers having to pay some 
of the highest electricity rates In the country. To grant this request would be another ratepayer bailout for bad 
management Beginning in the 1970s with the decision to build 9 nuclear units, FirstEnergy management has made a 
series of bad decisions. The mismanagement of the construction of the Perry I and Beaver Valley il nuclear units resulted 
in $9 billion in cost overruns. Most of these costs were passed on to ratepayers In the 1980s even though these units 
represented excess capacity In the FirstEnergy generation portfolio. Only high rates and billions of dollars in strande 
cost" recovery In the form of a "competitive transition charge" have likely kept First Energy Solutions from declaring 
bankruptcy a long time ago. 

Additionally, FirstEnergy has used a second phony argumentfor claiming It deserves a bailout It claims It Is not receiving 
sufficient compensation for the "unique benefits" that Its nuclear units provide. FirstEnergy has been attempting to get 
the Ohio and Pennsylvania legislatures to give it a bailout in the form of "Zero Emissions Credits", another ratepayer 
charge. However, despite the myth that nuclear plants are a clean source of energy, the fact is they routinely vent some 
of the deadliest gases known to exist. And, the process to make commercial grade fuei for nuclear plants contributes to 

Climate Change. 


Mr. Secretary, enough is enough. I urge you to do the right thing on behalf of the millions of ratepayers, not only in the 
FirstEneigy service territory, but throughout the PJM Interconnection: put an end to this history of gouging ratepayers 
to cover inept management. 




Ronald Shlssler 
(b)(6) 
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From; 

To; 

Cc: 

Subject; 

Date: 

Attachments: 


Gene Grace 
AskOE 

Tom Vinson: Betsv R. Beck 

AWEA''s Commenl on Section 202(c) of the FPA 

Thursday, April 19, 2018 2:49:24 PM 

imaaeOPlripa 

AWFA comments on Sec tion 202{c),tKjr 


Please find attached AWEA's comments on section 202(c) of the FPA. 



Gene Grace 
Senior Counsel 

American Wind Energy Association 


202383.2529 direct 
{b)(6) cell 


This electronic message and Its contents are intended solely far the use of the addresseejs) and may 
be confidential or otherwise protected from disclosure. If you are not the intended recipient of the 
message, any dissemination, distribution, copying, or action taken in relation to this message an its 
contents is strictly prohibited and may be unlawful. If you have received this electronic message in 
error, please notify the sender immediately and destroy the original message and all copies. 




April 19,2018 


Secretary of Energy 

U.S. Department of Energy 

1000 Independence Avenue, S.W. 

Washington, DC 20585 

Re: Comments of the American Wind Energy Association on the Request for 

Input on the Process for Considering Applications under section 202(c) of the 
Federal Power Act and the March 29,2018 Request of First Energy Solutions 
for an Emergency Order Thereunder 


Submitted via: AskOE@hq.doe.gov 

The American Wind Energy Association (“AWEA”) hereby respectfully submits these 
comments in response to the Department of Energy’s (“DOE”) request for input on the process 
for consideration of applications under section 202(c) of the Federal Power Act (“FPA”) by the 
Secretary of Energy.^ AWEA’s comments largely respond to the March 29 “emergency order” 
application made by FirstEnergy Solutions, on behalf of certain of its subsidiaries (collectively, 
FirstEnergy),2 requesting that the Secretary of Energy require PJM Interconnection and, by 
extension, electricity consumers in the PJM region, to provide “full cost recovery” for certain 
merchant generating plants in its footprint. The request should be rejected as FirstEnergy has 
neither demonstrated the existence of an emergency that would support action by Secretary of 
Energy under Federal Power section 202(c), nor shown that its requested relief is reasonable 
under that section of the FPA or any other thereunder. 


1 16U.S.C. § 824a(c) (2017). 


2 A dav m-ior to the request FirstEnergy Solutions filed notice with PJM that three of the company’s nucleai' 

IS 5«iva.ed o,»ld during the .ex. three years. O. 

its subsWiaries and FirstEnergy Nuclear Operating Company filed voluntary petitions under Chapter 11 of 
the Federal Bankruptcy Code with the U.S. Bankruptcy Court in the Northern District of Ohio m Akron. 



I. Process for Considering 202(c) Applications: Should Only be Used to Address 
Imminent Emergencies 

At this time, AWEA does not offer detailed comments on a generic process under which 
202(c) applications should be addressed. However, in general, we think that DOE should 
consider such applications in a transparent manner—providing notice to all interest stakeholders 
of the application. In addition, to the fullest extent possible, DOE should seek comment from 
interested stakeholders before taking action on a specific application; if an emergency situation 
exists that does not afford time for comment prior to taking action on an application, DOE 
should strive to seek comment thereon immediately after taking action. 

Section 202(c) is expressly limited to “emergencies” or other “sudden events, and DOE 
acknowledges on its own website that it only enables the agency to impose temporary measures 
due to an “emergency” or other “sudden” circumstance.3 Since section 202(c) provides a narrow 
and limited mechanism for the Secretary “to require temporary connections of facilities and such 
generation, delivery, interchange, or transmission of electric energy” during emergencies, it 
should only be used in circumstances that truly meet that standard. While section 202(c) does not 
define either “emergency” or “sudden,” the dictionary definitions of these words reinforce that 
they mean an imminent crisis that is often unexpected.^ Accordingly, any order issued under 
section 202(c) should, consistent with the statutory mandate and implementing regulations, be a 


3 DOE’S Use of Federal Power Act Emergency Authority,” available at . , .u 

https;//www.energy.gov/oe/services/electricity-policy-coordination-and- implementation/ot er- 

regulatory-efforts/does-use. 

4 See “Emergency ” BLACK’S LAW DICTIONARY 2d Ed., https://theIawdictionary.org/emergency/ 
(“Situation requiring immediate attention and remedial action. Involves injuy, loss of life, damage to 
property or catastrophic interference with the [sic] normal activities. A sudden, unexpected, or impending 
situation”); “Sudden,” OXFORD ENGLISH DICTIONARY ONLINE, 

https://en.oxforddictionaries.com/defmition/sudden (“Occurring or done quickly and unexpectedly oi 
without warning.”). 
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current or imminent emergency and the order should be temporary in nature—although it should 
be able to be extended if an emergency eontinues. 

The Secretary should summarily dismiss applications for an emergency order if the 
evidence does not support a finding that the emergency is present or imminent. Neither section 
202(c) nor the DOE’s implementing regulations contemplate broad, protracted intervention in 
wholesale energy markets. As discussed further below, the Secretary’s emergency authority 
simply cannot be invoked based on claims that plant retirement trends and over-reliance on a 
partieular type of generation may pose reliability challenges some years in the fiiture. 

II. FirstEnergy’s 202(c) Application 

FirstEnergy has not demonstrated the existence of an emergency within the meaning of 
section 202(c) and, therefore, the Secretary of Energy should reject the request. 

The crux of FirstEnergy’s claim is that an emergency exists because of the retirement of 
merchant coal and nuclear plants that it alleges are necessary for the reliable and resilient 
operation of the grid in the PJM region, which would otherwise be overly dependent on other 
forms of generation that lack fuel security. FirstEnergy asserts that the Federal Energy 
Regulatory Commission (“FERC”) and PJM have not done enough to prevent coal and nuclear 
plant retirements, arguing, among other things, that PJM markets do not adequately compensate 
the claimed reliability and resiliency benefits of traditional baseload units with onsite fuel 

supplies. 

FirstEnergy’s general claims concerning the potential adverse impacts of coal and nucleai 
plant retirements in PJM do not establish the existence of an emergency within the meaning of 
section 202(c), let alone one that would justify imposing cost of-service payments for merchant 
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plants on consumers in PJM for at least a four-year period. FirstEnergy’s claimed “emergency” 
is, at the end of the day, based on economics. 

FirstEnergy contends that merchant coal-fired and nuclear plants in PJM are inadequately 
compensated for the reliability and resilience benefits they provide. DOE s regulations 
specifically state, however, that “[s]ituations where a shortage of electric energy is projected due 
solely to the failure of parties to agree to terms, conditions or other economic factors relating to 
service, generally will not be considered as emergencies unless the inability to supply electric 
service is imminent.”5 Moreover, section 202(c) unambiguously requires that any compensation 
required by the Secretary be “just and reasonable,”^ and an unjustified out-of-market subsidy to 
one class of resources would certainly not meet that test. 

For the sake of argument, even if there is a threat, it is certainly not imminent. The 
request by FirstEnergy cites plant retirements that may occur in the next several years, which 
does not demonstrate an “imminent” inability to supply electric service in PJM that could 
possibly justify characterizing the situation in PJM as an “emergency” within the meaning of 
section 202(c). For example, the nuclear facility closures upon which FirstEnergy primarily 
relies are scheduled to retire 2-3 years from now.^ In addition, FirstEnergy cites facilities that 
may retire—a mere possibility does not rise to an imminent crisis.® There is simply no 
“emergency” or “sudden” event requiring a handout to coal and nuclear generation. 


5 10 C.F.R. §371 (2017). 

6 16U.S.C. § 824a(c) (2012). 

2 FirstEnergy at 8,20 (noting that Davis-Besse, Perry, and Beaver Valley are scheduled to retire in 2020 or 

2021 ). 

8 Id. at 21 (noting that units at the W.H. Sammis coal-fired plant “are in danger of being closed.) 
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In a March 30, 2018 letter to the Secretary of Energy, PJM responded to FirstEnergy s 
request. PJM stated without reservation that there is no immediate threat to system reliability. I 
also emphasized that plant retirements in the region are subject to review by PJM. which has a 
range of tools available” to address any identified resource adequacy or reliability problems 
associated with plant retirements, including “offering full cost of service compensation ... to 
induce assets to remain temporarily online.” As also noted by PJM. 


PJM does not believe that operating outside of the market to pr^erve a particular 
claVs or type of generation is needed at this time for reliability. The markets have 
been resihent in attracting new investment. In addition, a variety of tools exist as a 
backstop should specific generation be needed in a particular area. 

In addition, PJM’s press statement comprehensively rebutted FirstEneigy s claims. 

This is not an issue of reliability. There is no immediate emergency. Diversity of 
the fuel supply is important, but the PJM system has "^equate powe^^ 
healthy reserves in operation today, and resources are more diveise *an t^y hav 
ever bLn. Nothing we have seen to date indicates that an emergency would result 
from the generator retirements. The potential for the retirements has been 
discussed publicly for some time. In anticipation, PJM took a preliminary loo 
the effect of the retirements on the system. We found that the system would 
remain reliable. We have adequate amounts of generation available. 


The purported problem prompting the March 29 Request is also the same one that was 
the subject of the Secretary’s October 10 NOPR.l' FERC already considered these same 
ai-guments in the proposed grid resilience pricing rule. >2 Indeed, the identical arguments 


7ii<! cm r„mm on Energy and Nat. Res., The Performance of the Electric Power System in tte Northeast 


2018). 

10 Available at https://www.rtoinsider.com/pjm-ferc-resilience-rick-peiTy-first-energy-89464/. 

11 See Grid Resilience Pricing Rule, Notice of Proposed Rulemaking. 82 Fed. Reg. 46,940 (Oct. 10,2017) 
(“October 10 NOPR”). 

12 Reliability and Resilience Pricing, Order Terminating Rdemaldng Preceding, Initiating Nm 
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FirstEnergy raises in its request were largely rejected by FERC in response to Secretary Perry's 
proposed grid resiliency pricing rule.13 

In dismissing that proposal, FERC found that requiring full cost recovery for fuel-secure 
merchant generating facilities was not justified. While the January 8 Order noted that 
FirstEnergy and other commenters alleged grid resilience or reliability issues due to potential 
retirements of particular resources, FERC found “that these assertions do not demonstrate the 
unjustness or unreasonableness of the existing RTO/ISO tarififs.”!^ Instead, FERC held that none 
of the participants in the rulemaking, including FirstEnergy (which filed extensive comments), 
had demonstrated that existing tariffs were unjust and unreasonable or that the proposed cost- 
based rates for select generators were just and reasonable.'^ In reaching this conclusion, FERC 
relied on “extensive comments” from PJM and other system operators which identified no “past 
or planned generator retirements that may be a thi-eat to grid resilience.”'^ FirstEnergy is now 
asking the Secretary to second-guess FERC’s expert findings on a record that was fully 

developed. 

To justify its request, FirstEnergy relies primarily on a recently released National Energy 
Technology Laboratory report (“NETL Report”) that incorrectly concludes that power plants 
with onsite fuel were critical to preserving “resiliency” durmg the “Bomb Cyclone m late 


Proceeding, and Establ^^Additional Procedures, 162 FERC 1 61,012 (Jan. 8. 2018) (“January 8 
Order”). 

13 M 

14 January 8 Order at P 1. 

See id. at PP 14-16. 

16/t/. atPlS. 
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December to early January.i^ The NETL Report departs from the majority of studies on the 
subject. This departure is primarily due to an erroneous conclusion in the report, since coal 
generation increased more in comparison to other forms of generation during stressful winter 
events, it was assumed as a sign that coal provided resiliency. The actual explanation is far 
simpler: there are many coal units that are rarely used due to their high-cost, and thus those coal 
plants are only used when demand and electricity prices are far higher than usual.‘8 pjM’s 
analysis of its systems performance during that weather event undermines FirstEnergy’s claims 
about the importance of onsite fuel. Most generator failures during the Bomb Cyclone event 
were due to equipment failures, not a lack of onsite fuel, so coal plants experienced a failure rate 
comparable to that of other energy sources.i^ further, many types of generators far outperform 
coal and nuclear generators in their capability to provide essential grid reliability services like 
flexibility, frequency regulation, and primary frequency response, as noted m a PJM chart 
included in DOE’s August 2017 Staff Report.^® 


DOE’S Staff Report also contradicts FirstEnergy’s claim that there is an emergency threat 
of generation shortages, noting that “All regions have resei-ve margins above resource adequacy 


17 FirstFnerev Request at 3-8, citing National Energy Technology Laboratory, Reliability, R^ilience, and 

te WavfSlnng Basefoad Umts Volume I: The Crilieal Role of Thermal U„® Du,mg 

Extreme Weather Events (Mar. 13,2018) (“NETL Report”), available at 

https://www.netl.doe.gov/research/energy-analysis/search-publications/vuedetails. id 2594. 

18 Michael Goggin, Fossil Lab Misses Mark in Cold Weather “Resilience” Report. (Mar^ 28, 2018), 

available at http://sustainableferc.org/fossil-lab-misses-mark-in-cold-weather-resilience-report/. 

19 PJM Interconnection, PJM Cold Snap Performance Dec. 28 2017 to f "" J’ f 

available at http://www.pjm.eom/-/media/library/reports-notices/weather-related/201 80226 j ry 

cold-weather-event-report.ashx, at 19,21. 


htt^I-7/l^^Lrgy.gov/sites/prod/files/2017/08/f36/Staff%20Report%20on%20Electricity%2 

0Markets%20and%20Reliability_0.pdf at 86. 
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tai-gets ”21 This was affirmed by NERC’s testimony to FERC tliat “the state of reliability in 
North America remains strong, and the trend line shows continuing improvement yeai over 
year,”22 as well as FERC staff analysis23 More recent NERC analysis indicates that reserve 
margins in PJM over the next several years will be around 30 percent, nearly twice the target 
level of 16.6 percent, and could go as high as 60 percent if planned generation additions 
materialize.24 pjM’s own analysis has demonstrated that once reserve margins exceed 20 
percent, the marginal benefit of additional reserve capacity for reducing customer outages is 

negligible.25 

Moreover, generation shortfalls account for a small fraction of customer electricity 
outages, with the vast majority caused by transmission and distribution system failures during 
extreme weather. The Rhodium Group found that generation inadequacy accounted for less than 
1/10,000**’ of all customer-hours of outages, with fuel supply emergencies an even smaller share 
at fewer than 1 in 1.4 million.26 Similarly, analysis in Public Utilities Fortnightly found that 
“distribution system outages appear to impose roughly two orders of magnitude more minutes of 
outage on customers than does resource adequacy ... 146 compared to 1.2 minutes a year. 27 


21 Ibid., at 66 

22 Available at https://www.ferc.gov/CalendarFiles/20170717080645-Cauley,%20NERC.pdf. 

23 Available at https://www.ferc.gov/market-oversight/reports-analyses/mkl-views/2017/10-19-17-A- 

3.pdf. 

https://www.neic.com/pa/RAPA/ra/Reliabilitv%20Asse s s men ts%20DL/NERC LTRA 12132017 Final 

pdf , page 10. 

75 Available at http://www.Pim.com/~/medi a/committees- 

pmiips/subcommittees/raas/20160927/20160 9 27-2016-Pim-ieserve-requirement-studY.ash x, page 39. 

26 Available at https://rhg.com/research/the-real-electricity-reliability-crisis-doe-nopr/. 

27 Available at https://www.foitnightly.eom/fortnightly/2010/04/reconsidering-resource-adequacy-part-l. 
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Allocating finite ratepayer money to subsidizing uneconomic and unneeded generation rather 
than strengthening congested and antiquated transmission and distribution infrastructure will 
only harm reliability and resilience. 

FirstEnergy is seeldng out-of-market profit guarantees for an entire class of resources 
throughout PJM’s territory. As such, the request would impair competitive wholesale markets, 
not only undermining a policy meant to protect consumers but also the investment decisions 
made throughout the energy sector. FERC has prudently instituted proceedings to further analyze 
and address the issues raised by the Secretary of Energy’s proposed rule (considering whether 
pro-competitive market solutions are warranted), and those proceedings are ongoing and should 
not be undermined. FirstEnergy is clearly attempting to sidestep the involvement of interested 
stakeholders and the ability of FERC to consider matters that are rightfully within its jurisdiction 
and consider solutions, if warranted, consistent with its statutory mandate.^* It would be 
inappropriate to allow FirstEnergy to seek essentially the same relief from the Secretary of 
Energy that FERC, applying its exclusive jurisdiction over the rates, terms, and conditions of 
wholesale sales of electricity, found to be unjustified. 


III. Conclusion 

For the foregoing reasons, AWEA strongly disputes the notion that drastic intervention in 
the markets using the Secretary’s FPA section 202(c) emergency authority, or any other section 


28 Of note, FirstEnergy did not seek reheaiing of FERC’s January 8 Order. 
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under the FPA, is an appropriate solution to the concerns raised in FirstEnergy’s application and 
respectfully requests that the Secretary deny FirstEnergy’s request for an emergency order. 


Sincerely, 

Is! Gene Grace 

Gene Grace 
Senior Counsel 


American Wind Energy Association 


1501 M Street, N.W., Suite 900 
Washington, DC 20005 
(202) 383-2521 


Michael Goggin 


Grid Strategies LLC 
www.gridstrategiesllc.com 
(b) (6) (m) 


cc: Bruce J. Walker, Assistant Secretary, DOE Office of Electric 

Delivery & Energy Reliability 
Patricia A. Hoffman, Principal Deputy Assistant Secretary, 
DOE Office of Electric Delivery & Energy Reliability 
The Honorable Kevin J. McIntyre, Chairman, FERC 
The Honorable Cheryl A. LaFleur, Commissioner, FERC 
The Honorable Neil Chatterjee, Commissioner, FERC 
The Honorable Robert F. Powelson, Commissioner, FERC 
The Honorable Richard Glick, Commissioner, FERC 
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Secretary Rick Perry 
U.S. Department of Energy 
1000 Independence Ave. SW 
Washington, DC 20585 


CHAiAWANS 
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Dear Secretary Perry, 

The Energy and Commerce Committee has held numerous hearings over the past four years to 
examine all aspects of how American electricity is generated and priced into the competitive 
markets. After hearing testimony from industry experts and government officials, we are no 
closer to solving the complex question of how to provide a secure and resilient grid. We know 
recent severe weather along with cyber and physical threats, pose enormous challenges to grid 
reliability and resilience. The American consumer should not have to worry about the next cold 
weather event or cyber-attack. 

I believe it is time for you to invoke his authority under Section 202(c) of the Federal Power Act 
or any other emergency authority the President or Secretary of Energy may have. We believe 
202c or the Defense Production Act are appropriate mechanisms to protect the grid. The law 
gives authority to the Secretary when emergency conditions exist such as a shortage of 
electricity due to various reasons. The law also states, "or other causes" that threaten the 
availability of electricity, I believe there are Important "other causes" which haven't adequately 
been addressed by FERC and the ISO's and RTO's. 

Our electrical generation system and grid are changing very quickly, as these changes evolve we 
need to make sure these changes do not have unintended consequences. The rapid rise of 
natural gas eiectrlca! generation has proven to be a fantastic asset and something I will 
continue to support. However, as quickly as this resource develops. I'm afraid we are 
overlooking the potential downside associated with being too reliant on one fuel source. 
Especially a fuel that is dependent upon pipeline infrastructure that many states refuse to allow 
to be built. 

In testimony on January IS'*’ of this year, before the Senate Energy and Natural Resources 
Committee, Gordon van Welle, President and CEO of ISO New England stated, "we've known 
for several years that when it gets cold New England does not have sufficient natural gas supply 
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Infrastructure to meet demand for both home heating and power generation". Now is the time 
for this administration to act, 

There are three very good reasons to invoke emergency measures. America faces an 
immediate national security threat of a cyber-attack focused on our electric generation industry 
and energy delivery systems. Our coal and nuclear fleets provides the resource capacity 
cushion needed to mitigate a potential attack, and a secure fuel source in case a cyber threat is 
successful. Prematurely retiring these plants would be detrimental to our fuel security. This 
alone, is reason enough to invoke emergency measures. Second, the wholesale electricity 
markets are broken and have failed to mitigate the market distorting effects of tax subsidies 
and renewable fuel mandates implemented by states. Finally, it is the proper role of the 
Secretary of Energy to implement lawful policies to protect our grid and to protect the 
economic wellbeing of all Americans. 

America faces a national security threat of a cyber-attack focused on our electric generation 
industry and energy delivery systems. Two years ago, our office hosted a cyber security 
seminar in Fairmont, WV. One industry expert who spoke was Joe McClelland who is FERC's 
cyber security expert. In subsequent meetings with my staff, Mr, McClelland discussed 
unclassified information about ongoing cyber-attacks on our pipelines. 

Just last week an article outlines recent attacks on energy infrastructure. Additionally, "last 
month, investigators at the Department of Homeland Security and FBI warned energy 
companies of a year's long Russian hacking campaign that also targeted firms In the nuclear" 
industry. Pipeline compressor stations are prime targets. A successful attack on one 
compressor station can affect several natural gas power plants and grid reliability and 
resilience. Out of an abundance of caution. Secretary Perry should use 202c in his Judgment to 
best meet this immediate emergency and serve the public interest. Prematurely retiring coal and 
nuclear plants would be detrimental to our fuel security needs. 

in testimony before this committee we also heard from industry and government experts on 
the national security aspects of our nuclear power industry. A strong commercial nuclear 
industry is critical. Three nuclear industry components are intertwined with each other. The 
United States' nuclear weapons program, the Navy's nuclear propulsion program and reactors, 
and the nation's commercial nuclear industry. We heard from one witness who said, "The 
ability of the US to lead in nuclear safety, security and nonproliferation efforts is significantly 
lessened as commercial activity erodes". 

Finally, in a March 2018 CRS Report on physical grid security, they state, "It has not necessarily 
reached the level of physical security needed based on the sector's own assessments of risk. 
Bulk power physical security remains a work in progress." 





The wholesale electricity markets are broken and have failed to mitigate the market 
distorting effects of tax subsidies and renewable fuel mandates implemented by states. 
Dozens of witnesses have testified, hundreds of studies and millions of articles have been 
written about the market distorting features of our tax code. We have also heard from the 
ISO's and RTO's saying, "the markets are working", while ignoring the impact of these subsidies 
and tax policies have on the wholesale electricity market. It seems the only competition that is 
relevant in their minds is natural gas versus coal, the playing field is not level. 

Just this week before our Committee FERC Chairman McIntyre said we do not have a free 
market and state policies have distorted pricing. 

On a per-megawatt-hour basis, in FY 2013 solar received $231 of support and wind received 
$35, while natural gas and petroleum received 67 cents and coal received 57 cents, a factor of 
405 times to one! And we are to believe this is a fair market? From a witness before this 
committee, “ArtificioH)/ promoting the development of wind and solar actually raises the true 
cost of electricity generation, because it is currently much cheaper ta produce electricity (all 
things considered) through caal and natural gas plants, rather than new wind and solar". 

PJM acknowledged the short comings of their market and the distorting effects of subsidies by 
filing with FERC a plan to properly compensate base load power generators for the value they 
provide to the market, "Left unaddressed the subsidies will crowd out efficient, competitive 
resources.... we seek the appropriate balance that respects state policy while avoiding policy 
impacts of a state's subsidies on the market as a whole and on other states." 

Critics say that invoking 202c is a bailout for the coal industry. This is not correct. The reason 
coal is at an economic disadvantage is due to conscious policy decisions made by Congress and 
state legislatures around the country. These politicians have distorted the market to such an 
extent that secretary Perry correctly stated, "We don’t have a free market In that industry and 
I'm not sure you want one." Temporarily invoking 202c will give the markets and regulators the 
time needed to correct their policy decisions. A policy where all fuel sources are treated fairly 
and valued for the security they bring is the outcome we seek. 


It is the proper role of the Secretary of Energy and President Trump to implement lawful 
policies to protect our grid and to protect the economic wellbeing of all Americans. Congress 
also has a role in asking for policies to be Implemented. In this regard, 23 members of Congress 
signed a bipartisan letter to President Trump asking that 202c be invoked. A second bipartisan 
letter with four additional members of the House "urge immediate action" by the President to 
keep Ohio's only two nuclear plants open. 

In a time where it is the policy of this administration to achieve energy dominance, Americans 
had to worry about their lights staying on during the recent Cyclone Bomb weather event. In 
addition, American's had to import Russian LNG just to make sure they remained warm during a 




relatively minor weather event. We were put into this situation by the shortsighted policies by 
New England politicians. What happens the next time? 

In January of this year, ISO New England published a report detailing the crisis they face. 

• Fuel-security risk—the possibility that power plants won't have or be able to get the fuel 
they need to run, particularly in winter—is the foremost challenge to a reliable power 
grid in New England. 

• The region is vulnerable to the season-long outage of any of several major energy 
facilities 

ISO-New England recently asked FERCto keep Exelon's Mystic Generating station online, saying 
their retirement could put electricity reliability at risk. The early retirement of units 8 and 9 at 
the plant would pose an "unacceptable fuel security risk to the region during the winter 
months," ISO-NE said in a memo. We cannot agree more. The same should be done nationwide. 

The shortsighted renewable policies Implemented by some states has led to 73 gigawatts of 
electricity being imported from Canada, equivalent of 70-120 power plants. Each of the power 
plants replaced by the Canadian power were an economic driver in their communities. Each 
plant provided essential tax revenue to support the local government and services. In my state, 
one such plant provides 30% of the local tax revenue. If this plant is closed due to unfair 
competition and bad policy decisions made on the national level, it will threaten hundreds of 
West Virginian's economic security. 

Conclusion 

I urge you to exercise the powers granted to you via section 202c for a temporary two-year 
period. This will allow the markets and policy makers the time needed to come up with a 
correct and fair solution addressing national security and past bad policy. Once we prematurely 
retire nuclear and coal fired plants we potentially put our economy in jeopardy. Once a plant 
closes it will not come back. A time out during this rapidly changing time, is a wise thing to do. 

We have been warned about potential problems on the immediate horizon, but because of our 
polarizing politics our institutions have been unable to respond to the challenge. There were 
those who said the Titanic was unsinkable, experts after the fact said we were not creative 
enough to imagine 911, now we should not foolishly put our grid at risk. Please invoke 202c to 
help all Americans. 


Sincerely, 







